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SPION KOP: NICHT IS DARKEST NEAR DAWN. 
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See the “P.LP.” War Chronicle—the clearest of ali—continued, with Battle Scenes and Maps, week by week in the P.1.P. 
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2 BIT OF SILVER LINING: LORD DUNDONALD'S CAVALRY AS DASHING AS “UHLANS” ON CROSSING THE TUGELA 
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BROWN'S 
BRONCHIAL 
TROCHES 


437 Cure GOUGH, COLD, HOARSENESS, and INFLUENZA: 
Cure any IRRITATION or SORENESS of the THROAT 
Relieve the HACKING COUGH in CONSUMPTION. 
Relieve BRONCHITIS, ASTHMA, and CATARBH. 


THE PENNY ILLUSTRATED PAPER 


To Correspondents. 


LL Artistic and Literary Communications for this 
Journal should be addressed to “The Eprror of 
Tne Pexny ILLUSTRATED PAPER,” 198, Strand, 


London, and should be accompanied by the name and 
address of the sender, not necessarily for publication, but 
as a guarantee of good faith. 


All communications referring to Advertisements, Sub- 


Clear and give Strength to the VOICE OF SINGERS, | scriptions, or General Business, to be addressed to the 
Publishers of Toe Penny ILLUSTRATED PAPER, 198, Strand, 


And are indispensable to PUBLIC SPEAKERS, 


Of all Chemists and Patent Medicine Vendors, 
per box. 


NOTICE. 
See that the words “ BROWN’S BRONCHIAL TROCHES” 
are on the Government Stamp round each Box, without 
which none are genuine. 
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PUT YOUR FOOT DOWN 
at once upon any refusal from your husband 
to get you Catesbys’ Cork Lino. Tell him 
that it isabsolutely essential for your health’s 
sake that the tedious back-aching job of 


scrubbing bare boards should be done away 
with. Explain to him fully that rooms may 


for it will last three times as long, and will 
only cost half the money. Easy Terms if he 
wishes it, without a security or reference, by 
paying a small deposit down_and the balance 
by monthiy instalments. Discount to cash 
buyers, 2s. in the £ if he prefers to pay cash. 
Catesbys pay the carriage direct to your door, 
Send for coloured designs at once. 


CATESBYS' CORK LINO. . 
B Qualit 


T. CATESBY & SONS, 
64 to 66, TOTTENHAM COURT ROAD, 
LONDON, W. (Mention this Paper.) 
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The late Lord Justice 


: Chitty, on the appli- 
ES cation of Mr. Lewis 


GOSLOPSISSIOOSISSSIHSHOOSOOIIS 
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} Edmunds, Q.C., re- 
cx cently granted a per- 
petual injunction, 
with costs, restraining a West End Draper from passing off 
spurious curlers and selling them as ‘* Hinde’s Curlers. 
‘vidence was given bya lady nurse, Mrs. Nobbs, of Kensington, 
that she had suffered damage by such misrepresentation. 
Ladies are urged to uote that no curlers or wavers are genuino 
they bear the 


** Hinde’s” unless $ e 
name * Hinde's ”” ala. 4 : E P legibly impressed 
both on thearticle ¡PA and on the box. 
The present es a Y fashion of Ondu- 


Jated hair renders *Hinde’s Wavers,’ 
Nos. 18. 19, 20, a necessity at any well-appointed toilet table, 
and ladies to whom these little appliances may be at present 
unknown willexperience a revelation as to the ense and rapidity 
with which the day or evening coifture can be completed, They 
are sold in 1/- boxes by every dealer in the three Queendoms, or 


Sampla Box may be 


had free by post for 
BUY THE 


ILLUSTRATED WAR SPECIAL. 


the proprietors. Hindes 
PRICE ONE PENNY. EVERY WEDNESDAY. 


Limited. . Finsbury, 


London, E.C. 


A TRIUMPHANT SUCCESS! 


No. 12, NEXT WEDNESDAY. 
PARTLY PRINTED 1 COLOURS 


The Public are coming forward in their thousands to 
secure the “ILLUSTRATED WAR SPECIAL,” full of 
brilliant Drawings of the Campaign in South Africa, which 
may well be kept as mementoes of the plucky fights of 
Britons against Boers. 

The Illustrated War Special is published every Wednesday, 
and may be obtained from all Newsagents. It contains 
Tilustrations of all the Chief Events at the Seat of War. 
Arrangements have been made with some of the Special 
Artists of. the Illustrated London News to supply extra 
Sketches for the purpose of reproduction; but the marvel 
of the Paper is that several Pages of the Pictures are 
reproduced in 


1s. 13a. | London, W.C. 


THE “PLP.” NARRATIVE 


OF THE BOER WAR. 


SPION KOP. 


THE MOUNTAIN STORMED. 


WHOLE DAY’S HARD FIGHTING. 


THE ABANDONMENT. 


BULLER’S RETIREMENT ACROSS 
THE TUGELA. 


T is well to remember at this moment 
that the Sun shines behind the blackest 


despair, even though General Buller’s second 
attempt to force the Boer strongholds between 
the Tugela and beleaguered Ladysmith failed. 
Let us hope that he has retired from an unten- 
able position the better to set out for the 


Relief of Ladysmith 


Sir George White and his heroic garrison. 
It was touching in its dramatic pathos—the 
message heliographed to Buller’s lines that 
Ladysmith, hearing the boom of British cannon 
and seeing our shells fall on the Boer Laagers, 
rejoiced in the idea that succour seemed nigh 
at last after long and weary months of siege 
and bombardment. 
revulsion of feeling that must have been 


We can well gauge the 


occasioned in Ladysmith when the sad tidings 
came that the 
it is 


Tugela was recrossed. But 
the nature of Englishmen to set 
their teeth more firmly when dangers increase. 
We fight best when at bay. And we have 
the profoundest belief that from the Slough 
of Despond into which the gloomy pessimists in 
our midst were plunged by last Sunday’s dis- 
couraging despatch, they will soon emerge with 
cheerful countenances. It should be remembered 
that in this hilly and mountainous corner of 
Natal, Nature fights against us as well as dead- 
shot Boers. 
Tommy Atkins won and held for a day Spion 


But as the indomitable pluck of 
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G.C.M.G., K.C.B. 


Kop, so we shall eventually triumph over the 


that at this juncture 


The Parliamentary Safety-Valve 
should have been opened. But, as loyal Britons, 
animated with an affectionate veneration for the 
gracious Sovereign Lady who reigns over our 
hearts, it was impossible not to peruse with deepest | 


| 
LIEUT.-GENERAL SIR CHARLES WARREN, 


A Quality. 7. interest 
dd E = er” 3s d SE me 1 ; in another direction, and that with strong The Queen’s Speech, 
5 yds. by 4 yas. eg IR 154,0 reinforcements from Lord Roberts at Cape | read clearly by chubby Lord Halsbury as chief 
3) yds. by 4 yds... 1 4 6 En S9 Town, he may yet touch hands with gallant | of the Royal Commissioners in the House of | 
4 yds. by 4 yds. ... 1 8 0 1 12 0 


Lords at the reopening of our national legis- | 
We asa 
only quote here the paragraphs relating to the 
War— 


In resisting the invasion of my South African Colonies 
by the South African Republic and hy the Orange Free 
State, my people haye responded with devotion and 
enthusiasm to the appeal which I have made to them, 
and the heroism of my soldiers in the field and of my 
sailors and marines who were landed to co-operate with 
them has not fallen short of the noblest traditions of our 
military history. 

Iam deeply grieved that so many valuable lives should 
have fallen a sucrifice. But I have witnessed with pride 
and with the heartiest gratification the patriotic eagerness 
and spontaneous loyalty with which my subjects in all 
parts of my dominions haye come forward to share in the 
common defence of their Imperial interests. I am confident 
that I shall not look to them in vain when I exhort them 
to sustain and renew their exertions until they have brought 
this struggle for the maintenance of the Empire and the 
assertion of its supremacy in South Africa to a victorious 
conclusion. z 

The brilliant courage and the soldier-like qualities of the 
Colonial forces engaged in South Africa have already 
earned high admiration. Patriotic offers of assistance, 
which it was not possible to accept, have come from many 
other Colonies with populations of various races. I haye 
received from the ruling chiefs of Native States in India 
numerous offers to place their troops and the resources of 
their States at my disposal for service in South Africa. 


lative assembly on Tuesday last. 


| carping amendment introduced by Lord Edmond 
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These proofs of their loyalty to myself and of their 
devotion to the cause of my Empire have afforded me much 
gratification. 

The estimates for the public service of the year will be 
laid before you. The provision for military expenditure 
must be largely increased on account of the charge for 
military operations in South Africa. ‘The experience 0° a 
great war must necessarily afford lessons of the greatest 
importance to the military administrations of the country. 
You will not, I am convinced, shrink from any outlay that 
may be required to place our defensive preparations on a 
level with the responsibilities which the possession of so 
great an Empire has laid upon us. 

At a time when several other nations are perfecting their 
Naval preparations at a cost of increasing efforts and 
sacrifices, the solicitude with which you have. provided 
for the ediciency of our Navy and of our coast defences 
will assuredly not be relaxed. 


The True Moral of the Military Situation 


may be suggested without dwelling upon the 


Fitzmaurice on behalf of the political knot 
responsible for the disastrous Majuba Hill 
Peace. It is really our totally inadequate Army 
System that is in a large manner to be blamed 
fex: the startling failures in South Africa. And 
the most practical thing to do at the moment is 
to decide upon a Royal Commission, impartially 
formed, and presided over (say) by Sir Charles 
Dilke, to form a 


Rational Plan of Army Reform 


There 
must be no more playing at soldiers at home. 


commensurate with our Imperial needs. 


e ed in half the ti ith half the . $ A n eriod f istor t , 3 ” y 3 
pa maned E git er ahont sd k a $ i $ e on Y | difficulties Nature has raised against us. Every boy must be drilled and taught to shoot 
the aid of a scrubbing-brush. Tell him also was a rave spirit o ark Tapleyism Tt is not altogether a fortuitous cir 5 } 
Saag g : cumstance | well. Every man must be made by Law to undergo à 
that it is far more economical than a Carpe. more desirable. There is no reason to de y 8 | 


some form of training—if not in the Army, Navy, 
or Militia, then in a modified form of military 


MAJOR-GENERAL WOODGATE, K.C.M.G., C.B. 


(In Command of the 9th Brigade of the 5tk Division, 
under Sir Charles Warren), dangerously wounded 
at Spion Kop. 
service, after the manner of our self-sacrificing 
Yeomanry and Volunteers, who have so nobly 
started for the Seat of War. Then, our Generals, 
officers, and men must be trained on shore as 
efficiently as our sailors are trained at sea. In 
fine, to make our reorganised military system 
thoroughly good, and ready for any duty, 
the mock campaigning each year should 
be carried out after the admirable Ger- 
man method, and should be made to be as 
like actual war as possible, Other times, other 
manners. With the Continent practically an 
Armed Camp—millions of well-trained fight- 
ing men ready at a moment’s notice to 
be launched against England —it behoves 
Great Britain to make her Army as well as her 
Navy as powerful as possible—a task rendered 
the easier by the magnificent devotion to the 
Motherland exhibited lately in South Africa by 
the gallant Australians, Canadians, and New 
Zealanders who have fought so well for the 


COLOURS. British Flag—under which the greatest amount 
A Special Staff of Colour Artists has been engaged to of Liberty, Freedom, and Justice is enjoyed all 
produce these Paintings. the world over. 


The Price of the Paper is ONLY ONE PENNY. 


ILLUSTRATED WAR SPECIAL. 


Printed in COLOURS. Price One Penny. 


No. 12 READY NEXT WEDNESDAY. 


Published at“ The Penny Illustrated Paper” Office, 198, Strand. 


They were Talking about the various 
methods of celebrating the passing of the old 
year and the coming of the new. ** Did you ever 
dance the old year out and the new year in?’’ he 
asked. “Yes, indeed, scores of times,’’ was the 
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Resuming the P.J.P. connected Narrative of 
the War—which we are glad to find our readers 
are so greatly interested in—we refer to our list 
Number for full particulars of Sir Redvers 
Buller’s well-executed crossing to the north of 
the Tugela at Potgieter’s Drift. Unhappily, his 
movement resembled that of the “King of 
France,” who “ with forty thousand 
marched up the hill, and then—marched down 
agam.” In fine, instead of “ No turning 
back ” (to quote RBuller's own words), he 


men 


À 1 | 
During the fatal charge at Magersfontein a party of two officers and twelye men rushed, with sublime heroism, up to | 


reply. And then she was sorry she spoke. 


Cappury’s Cocoa is world-renowned forits absolute purity 
and sustaining properties. The highest compliments have 
been paid to it, and Nansen and Jackson had cocoa and choco- 
late of Capsury’s manufacture for their famous Polar Expe- 
ditions. - Insist on having “* Cadbury's,” as other Cocoas are 
sometimes substituted for the sake of extra profit.—[Abvr.] 


the muzzles of the rifles in the Boer trenches. impressed were the Boers by this extraordinary gallantry that, moved | deemed it advisable to recross the river in a 

by a common impulse, they cast their own weapons aside and, coming out of their trenches in overwhelming numbers, | : 

seized the valorous fourteen and dragged them into ss hehe eon ea mae them te be —— the A eg remarkably short space of time. 
i es ! frée to go. e not reopen un ou are safe wi your own lines. | y 

ek RI es | E : well be asked—Why sacrifice so many brave 


One cannot fight against such courage as yours.” 
CHIVALRY OF A BOER COMMANDANT AT MAGERSFONTEIN. lives in the chosen direction if the ground, 
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encrimsoned with precious blood, was to be given 
Up? Still, as we started by suggesting, it is well 
to remember that the Darkest Cloud has a Silver 
Lining. 

The Storming of Spion Kop 
(announced with apparently needless candour 
by Sir Redvers Buller to the dilettante Secre- 
tary for War) took place on Tuesday night, 
Jan. 24. The capture reflected additional lustre 
on our courageous troops, whose valour is as 
conspicuous as was that of our forefathers who 
fought with Wellington in Spain and at 
Waterloo. 

The Position Described. 

Writing on the evening of Jan. 24, the Times 
Correspondent at Spearman’s Camp said— 

Spion Kop was taken this (Wednesday) morning 
after a brilliant night attack commanded by 
General Woodgate. Spion Kop is the highest 
point here, having a large, nearly flat, triangular 
top. It was strongly held by the enemy, as 
connecting the position before Potgieter’s with 
the position before Sir C. Warren. 

Our troops left camp at 1.30. A guide led 
them up a narrow, steep path to the southern 
part of the top. At three they found themselves 
at the first of the enemy’s trenches. The Boers, 
after firing one volley at thirty yards’ range, fled 
before our men ‘could reach them with the 
bayonet. The enemy’s second line of trenches 
Opened a heavy musketry-fire, but our troops 
Pushed on and held the highest part of the top 
by four. In the morning there was a thick mist 
on the hilltop, which cleared at eight, when the 
enemy opened a terrific rifle and shell fire, forcing 
us temporarily to retire. 

‘s Catch a Weasel Asleep!” 

The Boers were asleep, says Reuter’s Corre- 
Spondent, and on the alarm being raised they 
decamped, leaving everything behind them. 
Our men gave a ringing cheer, and climbed to 
ae Summit. The enemy opened fire from 
a Seine points, but it was apparent that they 
dis entirely surprised, and their resistance was 

‘Spirited. The western crest of the hill was 
won, and soon the infantry crept along to the 
top of the hill. 

Wednesday’s Sanguinary Fight for 

Possession of Spion Kop. 

The Central News Correspondent at Spear- 
man’s Camp, in a spirited telegram, said that 
(following our storming of Spion Kop) on 
W ednesday, Jan. 24, very heavy fighting com- 
pe Hog and proceeded all day without the 

Shtest cessation. The fighting was of the 
Most desperate nature. 
ta oem undoubtedly irritated at the easy 
eBoy héroe our forces had carried the 
Pate x A on the summit of Spion Kop, 
Se Ge a c shell-fire on the captured kopje 
Dr a et ad pus while their Maxims and 
lighta. aves a also brought into play. The 
ei A O sek enemy was very destructive 

Troops, who, however, gallantly maintained 


THE PENNY ILLUSTRATED PAPER 


BULLER'S SEIZURE OF POTCIETER'S DRIFT. 


HOW THE PONT WAS SEIZED AT POTGIETER’S DRIFT BY A PARTY OF} 


THE SOUTH AFRICAN LIGHT HORSE, 
WHO SWAM ACROSS THE RIVER UNDER A HOT RIFLE FIRE. 


their position, and made as effective reply as was 
possible under the circumstances. 

At nine o’clock our infantry gallantly stormed 
and carried another trench occupied by the 
enemy, and the troops held this advanced posi- 
tion until their ammunition gave out. 

The Boers were not slew to notice that some- 
thing was amiss, and, encouraged by the silence 
of our men’s rifles, a strong force of the enemy 
crept slowly forward, and actually came right 
up in the trench. Here they had a taste of the 
bayonets of the British infantry. The conflict 
was short and bloody, and the Boers gave way 
before the tixed bayonets and retired sullenly, 
not, however, without having secured a few of 
our men as prisoners. 

Reinforcements were poured into the positions 
we had captured, and those positions were 
splendidly maintained under a murderous fire 


from the Boer trenches until darkness put a stop 
to. the fray. 

The conduct of our infantry all day was 
magnificent. Nothing could have exceeded 
their obstinate bravery during the truly desper- 
ate fighting which lasted absolutely the whole 
day, without a minute’s cessation. 

The naval guns gave able assistance to our 
troops, shelling the enemy incessantly from 
Mount Alice. 

General Woodgate Wounded. 

Telegraphing news of the fight for Spion Kop, 
General Buller said— 

“I fear that our casualties are considerable, 
and have to inform you with regret that General 
Woodgate is dangerously wounded.” 

Boer Account of the Engagement. 

Reuter’s Agency has a very smart War Corre- 
spondent at the Boer Camp on the Upper 


A Severely Wounded Man ox being offered 


but his “ pal ” pulled through and is going on well. 
COMRADES AT COLENSO. 


some water, replied: “ Take it to my pal first, he is worse hit than me.” This generous lad died next morning, 
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NO MORE WATCH KEYS. 
NO MORE WATCH KEYS. 
NO MORE WATCH KEYS, 


“A SPECIAL OFFER.” 


Buy NONE but English Watches! 


J. W. BENSON, 


LTD., 
Having decided to make and keep Keyless 
Watches only, offer the WHOLE of their 
LARGE STOCK of the 


Famous 2&5. 5s. 


LUDGATE WATCHES 


ON THE NOVEL PLAN OF 


The Times 


AT EXCEPTIONAL INSTALMENTS OF 


5 MONTHLY 

5 MONTHLY 

5 MONTHLY 
PAYMENTS of £I Is. 
PAYMENTS of £l Is. 
PAYMENTS of £I Is. 


A SPECIAL INDUCEMENT TO WOULD-BE 
PURCHASERS. 


BENSON'S RENOWNED 
“ LUDGATE” WATCH 


is Unequalled at the Price, and 
BEST TIMEKEEPER in the World. 


In Silver Cases, 


In Silver Cases, 


EST and CHEAPEST London made 

B THREE - QUARTER PLATE English 
Lever Watch. 

Thirteen Jewels, Chronometer Balance, Patent 


| Large Barrel and Damp and Dust Proof Ring 


Band, Massive Silver Cases with unbreakable 
Crystal Glass, double the Strength and Value of 
any other £5 5s. Watch. 

Made in Two Sizes, at one Price, £5 5s. :— 
o. 1, Gentlemen’s (as illustrated); No. 2, 


| Working Men, Railway Men, and Miners’. 


CATALOGUE AND ORDER FORM FREE. 
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Fine Gold Chains, London Hall-Marked, from £5 to £20. 


J. W. BENSON, Lro, 


qe 


Studying the requirements of the Public, 
supplies WATCHES, CHAINS, JEWELLERY, 


CLOCKS, and PLATE upon “The Times” 
Novel Plan of MONTHLY PAYMENTS of £1 
and upwards. 


OLD WATCHES AND JEWELLERY TAKEN IN EXCHANGE. 


ORDER FORM AND ILLUSTRATED BOOK 
OF WATCHES, CHAINS, JEWELLERY, 
PLATE, &c., sent Post Free on application to 


J. W. BENSON, i». 


MAKERS TO H.M. THE QUEEN. 
Steam Factory : 


62 & 64, LUDGATE HILL, E.C. 


a ee 
BUY TIE 
ay 
Se 


“ILLUSTRATED WAR SPECIAL,” PRINTED IN COLOURS, 1d., EVERY WEDNESDAY. 


A a SC eR eR ee ee 


A 


AAN, ZAR ROO DOC 


==” 


Me ss rd 


Peat Y 


RS 


68 


A O o 


Tugela. He thus described the fierce combat as 
seen through Boer spectacles— 

At four o’clock in the morning some Vryheid 
burghers who formed the- outposts on the 
highest hills of the Spion Kop group rushed 
into the burghers’ laager with the announcement 
that the Kop was lost, the British having taken | 
it. Reinforcements wêre summoned, but nothing | 
could be done fòr some time, as the hill was 
enveloped in a thick mist. 

When day had “fairly broken, the Heidelberg ' 
and Carolina contingents, which had meanwhile 


been ‘supplemented from their commandoes, | 
began the ascent of the hill. There are three , 
spurs, rather precipitous projections, which 


faced the Boer positions. Up these an advance 
was made by the burgher forces, who left 
their horses under the first bank of rocks. The 
scaling of the steep was then commenced. It 
was found that at the top the British had taken 
the opportunity to entrench themselves heavily. 

Between the British trenches and the Boer 
commandoes there was a stretch of open veldt, 
which had to be rushed under a heavy fire, not 
only from rifles, but in the shape of lyddite and 
shrapnel, as well as the shells from the field- 
guns. 

Meanwhile two parties of burghers had 
ascended two other spurs under cover of fire 
from the Free State Krupp and Creusot big guns 
and a Maxim. The British tried to rush them 
with the bayonet, but their infantry went down 
as before a scythe. | 

The firing continued with undiminished fury, ' 
the Boer investing. parties advancing step. by | 
step, until at two o’clock a white flag went up, | 
and | 
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150 British in the First Trenches 
Surrendered. 

They were sent as prisoners to the head laager. 
The storming of the rest of the summit continues 
as this despatch is being sent off. The ears of 
all beholders are deafened by the tremendous 
cannonade, the air being filled with the ping of 
the Lee-Metford and the crack of the Mauser... 

The effect of the abandonment of Spion Kop 
by the British can hardly be gauged as yet, but | 
no doubt it will be immense. 


British Lose 1500 Killed. | 


The British dead left on thu field on Jan. 24 
numbered (according to this Boer side estimate) 
1500. General Buller is said to have, been down 
with an attack of fever, but to have recovered. 

According to the British estimates, the 
casualties among Sir Charles Warren’s command 
in the fighting at Spion Kop on .Weduesday, 
Jan. 24, included twenty-two officers killed, 
twenty wounded, and seven missing. Their names 
are contained in the despatch from Sir Redvers 
Buller. The 2nd’ Battalion of the Scottish 
Rifles and the 3rd Battalion of the King’s 
Royal Rifles, who were detached from General 
Lyttelton's Brigade to assist in storming the 
position, sustained a loss, respectively, of one 
officer wounded, ‘sixteen rank and file killed, 
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Tae Prince of Wales, as Honorary Colonel of the new force, inspecting a Battalion of Imperial Yeomanry at Albany Street Barracks on Jan. 26. 


fifty-nine wounded, and one missing ; and sixteen 
men killed, sixty-one wounded, and one missing. 
On the same day, one officer was killed and one 
wounded of the Royal Engineers attached to the 
2nd Division. 


Buller’s Report on Spion Kop and His 
Retirement Across the Tugela. 


Sir Redvers Buller communicated this much- 
canvassed report to Lord Lansdowne from Spear- 
man’s. Camp, under date of Jan. 27 (6.10 p.m. 
last Saturday)— 

“ On. Jan. 20 Sir Charles Warren, as I have 
reported, drove back the enemy and obtained 
possession of the southern crests of the high 
tableland which extends from the line, Acton 
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“GODSPEED AND A SAFE RETURN,” 


Homes—Hongers Poort, to the western Lady- 
smith Hills. 

‘ From then to the 25th he remained close in 
contact with the enemy, who held a strong 
position on a range of small kopjes stretching 
from north-west to south-east across the plateau 
from Acton Homes through Spion Kop to the 
left bank of the Tugela. 

“The actual position held was perfectly 
tenable, but did not lend itself to advance, as 


the southern slopes were so steep that Sir C. | 


Warren could not get an effective artillery posi- 
tion, and the supply of the troops with water was 
a difficulty. 

‘ On the 23rd (T) assented to his attacking 
Spion Kop, a large hill—indeed, 4 mvuuiuin— 
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which was evidently the key of the position, but 
was far more accessible from the north than from 
the south. 
““On the night of the 23rd he seized Spion Kop, 
but found it very difficult to hold, as its perimeter 
| was too large, and water, which hé had been led 
| to believe existed, in this extraordinarily dry 
season, was found very deficient. The crests 


\ were held all that day against severe attacks and 


heavy shell-fire. 

“* Our men fought with great gallantry, and I 
would especially mention the.conduct of the 
2nd Cameronians and 3rd King’s Royal Rifle 
| Corps; who supported the attack on the mountain 
| from the -steepest sidé, and in each case fought 
| their wey to the top; and the 2nd Lancasl ‘re 
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HOW THE LANCERS GALLANTLY REPELLED THE GREAT BOER ATTACK ON LADYSMITH. 


‘On the 25th, and decided that a: second attack’ 
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Fusiliers and 2nd Middlesex, who magnificent] 
= 5 o y 
maintained the best traditions of the British 
ro a throughout the trying day of Jan. 24; 
a Mounted Infantry, who 
or EN out the day equally well along- 
08 Major-General Woodgate, who was in com- 
= at the summit, being wounded, the officer 
21th, Succeeded him decided on the night of the | 
b -25th to abandon the position, and did so 
efore daylight 25th. 

reached Sir C. Warren’s camp at five a.m. 


ML Kop would be useless, and that the 
a. y S right was too strong to, allow me to 
th = it, Accordingly, I decided to withdraw 
© Torce to the south of the Tugela.” 
tsk 6 a.m. we commenced withdrawing the 
ae and by 8 a.m., the 27th, Sir C: Warren’s 
with was concentrated south of the Tugela, 
“chout the Joss of a man’ or.a pound of 
Stores, 
oer > -ra 
$ a The fact that the force could withdraw from 
i bra touch—in cases the lines were less than 
foe yards apart—with the enemy in the per- | 
Sr manner it did is, I think, sufficient | 
Ai ence of the morale of the troops, and that we | 
ps permitted to withdraw our cumbrous ox 
wits mule transport across a river 85 yards broad 
k rie feet banks and a very swift stream, un- 
lolested, is, I think, proof that the enemy has 


> A e 
een taught to respect our soldiers” fighting- 
powers, ” : 


Lord Dundonald’s Gallant Cavalry 
Exploits. 


ac eater’ Agency is informed that Lord Dun- 
Conald’s Brigade reached the south bank of the 
dy on Saturday last. The dashing charges 
the ¿ae Dundonald’s | horsemen were among 
fort rightest features of the otherwise un- | 
in hate expedition across the Tugela. Accord- | 
& to Laffan’s Correspondent: On Jan. 18 his 
ae men raced a party of Boers for pos- 
ssion of a kopje. We took it. Our Colt’s 
Sun settled the enemy’s opposition. -When the 
Sars prisoners were taken they fraternised with 
men, who showed great consideration towards 
10se who were wounded. 
General White had heliographed penca 
lat a strong Boer force was coming towards 
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National Portrait Gallery. St. Martin's Church, 
GENERAL GORDON'S STATUE IN TRAFALGAR SQUARE DECORATED 
WITH WREATHS “IN MEMORIAM” ON JAN. 26. 


See “How the World Wags.” 


Hunter's Poort to attack our cavalry in case 
they should return in that direction. 
Dundonald's troops in their advance crossed 
the zone of a conical hill, which they imme- 
diately scaled, as described in my despatch of 
yesterday. The whole incident was a 


conspicuous example of the advantage of mobile 


troops. 


South African Horse, under the command of 
Major Childe, took two kopjes. The first was a 
very steep hill, and Private Tobin, in the race 
| for the top, got there ten minutes before the 


Durin 
ormed th 


GALLANT RESCUE OF A WOUNDED TROOPER BY LIEUT. DE CRESPIGNY. 


a 


rest, waving his hat and drawing on himself a 
heavy fire. 

Lieutenant Newman was first up the second 
hill, which was not held very strongly by the 
enemy. By this time Lord Dundonald had rein- 
forced the South African Horse. 

As soon as the Boers commenced shelling 
Major Childe was killed and four men wounded. 


en o o e o 5 


` 


St. Martin’s Church. 


JA 
COBITE CELEBRATION: DECORATING THE STATUE OF CHARLES 1. 
AT CHARING CROSS LAST TUESDAY, 

See “ How the World Wags.” 


Major Childe had had a peculiarly strong pre- 
| sentiment that he was going to be killed, and 
had asked his brother officers before the engage- 
| ment to put the following words over his grave : 
¡ls it well with the child? “Itis well.’ (2nd 
Kings iv.,26:) This has already been done. 
Lord Dundonald reports that the honours of 
the engagement at Acton Homes lie with the 
Imperial Light Horse, the Natal Carbineers, 
and the 60th Mounted Rifles. 


Report from Lord Roberts. 


Lord Roberts cabled to the War Office that on 
Jan. 26 French reported that on Jan. 25 he 
made a reconnaissance of the enemy’s position, 
and found him strongly posted at Pietfontein. 


Morley’s Hotel. 


e. dora. 


Two days later, on Jan. 20, Lord Dundonald’s | 


OPENING OF PARLIAMENT ON TJESDAY, 
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Steyn Visits Kruger. 


President Steyn and Mr. Fischer, member of 
the Orange Free State Executive, arrived at 
Pretoria last Monday, and were met at the rail- 
way station by President Kruger and several 
Transvaal officials. 

The visitors were cheered by the people, and 
they drove to the President's private residence. 

| —Reuter. 


Winston Churchill an Officer. 


Mr. Winston Churchill has accepted a com- 
mission in the Imperial Light Horse. 
The ““P.I.P.'s” Own Trooper Tommy 
Also an Officer. 


We had the pleasure in last week’s P.1.P, of 
printing a photograph of Mr. W. Puxley Pearse 
(who represents this Journal at the Front) in his 
uniform as a member of the South African Light 
Horse, in which he has been promoted to Second 
Lieutenant, we are glad to hear. 


A Column Under General Kelly-Kenny, 


commanding the Sixth Division, has occupied 
Thebus, on the railway between Steynsburg and 
Rosmead Junction (so Reuter’s agent wired 
from Sterkstroom on Jan. It was hoped 
| that General Gatacre and he would soon join 
forces. 


25). 


Boer Arsenal Destroyed. 


A refugee who arrived at Durban from 
Johannesburg reports that the Boers have sus- 
tained an irreparable loss by the destruction of 
their shell factory in Johannesburg. The 
disaster occurred on Jan. 20. 


Bombarding Kimberley. 


| KIMBERLEY, Jan. 26 (by heliograph, 
viâ Modder River). 
The bombardment continues, though yester- 
day its severity was considerably reduced. 
Firing was maintained through the previous 
night, being directed not against the fortifi- 
cations but against the inhabited portions of the 
| town. A hundred and forty-five shells were 
| fired between midnight and 4 p.m. The shells 
are believed to be of Transvaal manufacture, not 
| bursting widely. 
One child was killed and four persons were 


injured. It was quiet last night. To-day there 
has been slight shelling, answered towards 


Kampersdam by the De Beers gun. 
Methuen Sniped. 


A sniping party of Boers endeavoured on 
Jan. 25 to creep up to the bank of the Riet 
River, 6n our extreme right. They were, how- 
ever detected by a picket of the Scots Guards, and 
driven back after fifteen minutes of sharp firing. 


WATCHING THE 


30: 
| MEMBERS ARRIVE OPPOSITE THE “BIG BEN STRIKES ONE” CLOCK TOWER, 


JAN. 


* Our guns continue to shell the 


entrenchments. 
“ All Well” at Mafeking. 


The Mayoress of Mafeking, who is staying at 
Dewsbury, has received a telegram from her 
husband reporting ‘all well”? up to Jan. 20. 
The report of the town’s relief seemed 
rather ** previous.”” 


enemy’s 


SuULPHOLTNE Sxrx Loriox.—The only effective remedy 
for Sxix TROUBLES. . SULPHOLINE quickly drives away 
Eruptions. Pimples, Eczema, Acne, laekheads, and all 
Disfigurements, developing a fair spotless skin and 
teautifal complexion. Try SULPHOLINE LuTION, Shilling 

1 Bottles. - [Apvr. | 
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NECROCEINE (Registered). 
Stains Grey Hair, Whiskers, Eye- 
brows any shade desired. Does 
not stain the Skin. Is applied in 
a few minutes. It is Harmless, 
Washable, Lasting,and Restores 
the Colour to the Root, making 
detection impossible, and is -the 
Cleanest and Best Hair Stain in 
the World. No.1, Light Brown ; 
No. 2, Golden; No. 3, Dark 
Brown; No. 4, Black. ‘Sent 
secretly packed by postfor 1s. 3d., 
3d., 5s., and 10s. 


2s. 3d., 38. 


oA Medical Certificate sent with cach Bottle. 
Write for Unsolicited Testimonials, 
Address — D. LEIGH & CRAWFORD, 
31, BROOKE STREET, HOLBORN, LONDON, E.C. 


GROUP. ACERTAINCURE. 


Edgar’s Croup Lotion gives instant relief, re- 
sulting in a speedy cure in all cases of Croup, 
Sore Throat, Bronchitis,Quinsy, 
Whooping Cough; etc. Itis 
recommended by the highest 
medical authorities, and it has 
never, during 75 years, been known 
to fail in curing any case of Croup. 
Thousands of testimonials. 

YOUR CRANDMOTHER AND 
YOUR MOTHER USED IT. 
Edgar's C-oup Lotionis supplied by 
Chemists all the world over at 1/1 % 
& 2/9 per Bottle, or a FREE SAMPLE 
will be sent by EDGAR’S CROUP 
LOTION, LTD., Dartford: Kent, 


Many people 
use Hair Re- 
storers who 


E a ET 


A A A LA QA willnot use a 
Hair Dye. They toil for weeks and months with a 
Restorer or Hair Wash. Most of these Restorers—like 
many Hair Dyes—contain Acetate of Lead and other 
irritants, causing injury to the scalp, and ruin the Hair. 
SEEGER'S HAIR DYE contains no such in- 
jurious chemicals and will INSTANTLY change Grey 
(or any colour) Hair to a beautiful Blonde, Brown, or 
Black, by simply o it into the Hair. It is 
guaranteed by eminent. Doctors to be perfectly 
harmless, and has, during its 20 years of popu- 
larity, attained an Annual Sale exceeding 270,000 
Bottles. Price 2/- per Bottle, of all Druggists, &c., 
or post free in plain sealed case by sending 2/2 
(stating shade ; required) to the Sole Proprietors— 
HINDES 


Ld., Taber - HA 
nacle St., +) pa 
LONDON. 2, ZOT: AA 
_  _ _ _ Q_» A 
TH Everyone has heard of HARRIS, the 
Original American Wire King, who, ac- 
cording to the Strand Magazine, “can do 
WIRE in wire what others can do with pen and 
ink.” Most beautiful Brooches, Rings, 


KING and Bangles, allof quaint and original de- 
sign, are constructed of gold-cased wire. 


The above is a sample of the Wire Name-Brooch. Price, any 
name required, 1/1, post free. Remit by Postal Order. 
As an Adyertisement, | am giving my customers a 3s. Buckle 
Knot Ring Absolutely Free. 


E. P. HARRIS, cxses3, BLACKPOOL. 


TRANSVAAL WAR. 


Practise daily with HARMLESS 
PISTOLS AND RIFLES, and 
become an English sharp- 
shooter. The only safe weapons 
for indoor practice. Absolutely 
Harmless. Supplied with India- 
rubber Arrows, which adhere 
to the target and indicate the score. 
Pistols at 9/-, 3/-, 5'-, 7/8 per Set; 
postage and packing, 6d. extra. 


Rifles at 5/-, 
7/8, 10/6 per 


Set; postage H 
and packing, 
ls. extra. 


Separate 
Arrows, Felts, 
Bando licrs, 5 
Targets, c., a, 
supplied. ; 2 
AA 


Sold by all Toy and Sporting Goods Dealers, and by the Palentee, 
LEWIS WILD, 13, EDMUND PLACE, LONDON, E.C. 


fourteen years’ suffering, will gladly 


THE send full particulars of the remedy on 
DE AF receipt of stamped addressed envelope. 
a 


A Gentleman who cured himself of 
Deafness and Noises in the Head after 


Address— 


T. CLIFTON, 
12, NORFOLK STREET, STRAND, 


LONDON, WV.C. 


By offering our Surplus Stock of Dress Goods, 
Flannels, Suiting Sheets, Blankets, Gloves, Corsets, 
Underclothing, Flannelette, &e., at from 20 to 50 per 
cent. below to-day's market value, we are making a 
legitimate effort this month to make a clean sweep of 
the lot, and invite readers to send for Patterns and 
Sale Price List, post free, which need not be returned. 
FIRST ORDER opened Tuesdays FREE, 
Remnants: Calico, 3/6; Flannelette, 4/6; Dress 


Materials, 6/- and 7/6; Carriage Paid. 
LUTAS LEATHLEY & CO., Dept. 68, 


The Warehouse, Armley, Leeds. 
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THE PENNY ILLUSTRATED 


HOW THE WORLD WAGS. 


H* MAJESTY held a Council on Monday at 


half-past one o'clock, at which were present the 

Duke of Devonshire, K.G. (Lord President), the 

Marquis of Lorne, K.T., the Earl of Hopetoun, 

G.C.M.G. (Lord Chamberlain), and Lieutenant- 
Colonel the Right Hon. Sir Fleetwood Edwards, K.C.B. 
(Keeper of the Privy Purse). 


Opening of Parliament.—The seventh Session of the 
fourteenth Parliament of the Queen, which was opened by 
Royal Commission on Tuesday, promises to be one of the most 
momentous of the present reign. Both Houses assembled 
at the hour of two, when Her Majesty’s Speech was read by 
the Lord Chancellor. Lords and Commons then adjourned 
until four o’clock, whereupon the customary debate took 
place on the gracious Message from the Throne. In the 
Upper Chamber the Address in reply was moved by the 
Duke of Somerset, and seconded by the Earl of Shaftesbury. 


Captain Pretyman, who moved the Address in 
reply to the Speech from the Throne in the House of 
Commons on Tuesday, has 
been the Conservative M.P. 
for Woodbridge since 1895. 
He is just forty years old, 
and was educated at Eton. 
In 1880 he entered the 
Royal Artillery, but in 1889 
retired, having succeeded 
his cousin, Colonel Tomline, 
and becoming the owner of 
Orwell Park, and much 
property round Grimsby. 
He is descended from 
Bishop Pretyman, who was 
Pitt’s tutor, and who later 
took the name of Tomline. 
The Seconder of the Ad- 
dress, Mr. H. Pike Pease, 
is the young Liberal 
Unionist member who suc- 
ceeded his father, the late 
Mr. Arthur Pease, in the 
representation of Darling- 
ton some eighteen months 
ago. Mr. Pike Pease is a 
Cambridge man of thirty- 
two, and he belongs, as it 
is needless to say, to tke 
well-known Quaker family, 
whose repute for good work 
done in many fields is 
everywhere familiar. 


M.P.s Going to South Africa. — Not a few 
familiar faces were missing when Parliament reassembled 
on Tuesday. Amongst those members of the House of 
Commons who have left or are just leaving for the front are 
Mr. Burdett-Coutts, Lord Compton, Mr. Hermon-Hodge, 
and Lord Stanley. 


CAPTAIN PRETYMAYN, 


Mover of the Address in the 
House of Commons. 


Mr. Burdett-Coutts has sat as the Conservative 
member for Westminster since 1885. He was born in 1851, 
the son of the late Mr. E. Bartlett, of Plymouth, U.S.A. 
In 1877 he acted as Special Commissioner in Turkey for 
Baroness Burdett-Coutts’ Turkish Compassionate Fund. 
Four years later he married the Baroness and assumed her 
name. 


Lord Compton was elected in 1895 as the Unionist 
M.P. for North Bedfordshire. The son of the Marquis of 
Northampton, he was born in 1855. He served in the 
Grenadiers and the 10th Hussars, was aide-de-camp to the 
Marquis of Ripon from 1882 to 1884, and saw service in the 
Soudan in the latter year. In 1886 he married a daughter 
of Mr. de Grey Vyner, of Newby Hall. ; 


Mr. Hermon - Hodge has since 1895 been Con- 
servative member for the Henley Division of Oxfordshire, 
having previously been M.P: for Accrington. ~ He was born 
in 1852. He is a Major of the Oxfordshire Hussars. 


Lord Stanley is the eldest son of the Earl of | 


Derby, and has sat for the West Houghton Division 
of Lancashire as a Conservative since 1892. He is thirty- 
five ; in 1889he married Lady A. Montague, daughter of the 


y 
EARL COMPTON - 


M.P.S FOR SOUTH AFRICA. 


seventh Duke of Manchester. He entered the Army, and 
from 1888 to 1890 was aide-de-camp to his father, who 
was Governor-General of Canada. In 1895 he was appointed 
a Lord of the Treasury. 


Kaiser Wilhelm, having celebrated his forty-first 
birthday, will have reigned twelve years on June 15. His 
popularity with the army deservedly increases; and his 
great desire to have a powerful German navy will not 
diminish the regard in which he is held by the great German 
nation. England might well take a leaf from Germany’s 


|| book, and institute a far more thorough and efficient 


military system than that which we have. 


Decoration of the Statues of General Gordon 
and Charles I.—It is more especially at a time like the 
present, when war is the uppermost subject in our minds, 
that we should keep, in remembrance the heroes of the 
past, the men who have fought and died for England. 
The anniversary of General Gordon’s death, occurring last 
Friday (Jan. 26), was celebrated, as usual, by the decor- 
ation of his statue in Trafalgar Square. A cross from the 
Ragged School Union, and, among others, wreaths from 
the Gordon Boys’ Home at Bisley and Professor de Lessert 
were affixed to the statue, which was visited throughout 
the day by- numerous admirers of the “Hero of Khar- 
toum,” whose death has now at last been thoroughly 
avenged by the complete conquest of the Soudan. Last 
Sunday afternoon a birthday memorial to General Gordon 
(a white marble tablet) was placed on the front of the 
dwelling known as his birthplace, which overlooks 


PAPER 


Woolwich Common. The memorial, which bears the 
following inscription, was duly unveiled by Major-General 
J. F. Maurice, C.B. (Commandant of the District) : ** Birth- 
place of Charles G. Gordon, C.B., Major-General Royal 
Engineers, born Jan. 28th, 1833; died at Khartoum 
Jan. 26th, 1885. This memorial was erected by the 
Woolwich Antiquarian Society, Jan. 28th, 1900.” The 
equestrian statue of Charles I. at Charing Cross was on 
Tuesday (the anniversary of his ‘ martyrdom”) adorned 
with floral tributes from the various Jacobite societies 
which still exist in this country, though it is very much 
to be doubted whether they would care to try and reinstate 
the lost Stuart succession, even if there were the slightest 
chance of their attempt proving successful. There were 
also wreaths from societies of a similar nature in France 
and America. 


More Trouble Brewing in China.—The Celestial 
country is on the brink of another crisis. A Pekin telegram 
states that an Imperial edict announces the abdication of 
the Emperor and the appointment of Pu-Chun, the youthful 
son of Prince Tuan, as the “heir.” A report reached 
Shanghai to the effect that the Emperor, after signing the 
decree, committed suicide, and it was even hinted that he had 
been murdered. Kwang=Hsu, the late Emperor, succeeded to 
the throne in 1875, when but four years old. The Regency of 
the Dowager Empress ceased nominally when he attained 
his majority three years ago; but she continued to exercise 
authority. There seemed, however, no likelihood of the 

young Emperor taking a course contrary to her wishes, and 

er oversight was relaxed. In 1897 he fell under the influ- 
ence of Kang Yu-wei, a Cantonese and leader of the Reform 
party—a group of distinguished literati who favoured the 
introduction of Western ideasand customs. Under the advice 
of Kang Yu-wei, the Emperor seems to have been desirous 
of showing that he was not a cipher. Then the Dowager 
interfered. On Sept. 26, 1898, she resumed her Regency, 
issued a decree cancelling the Emperor's Edicts, arrested all 
the members of the Reform party she could lay hands upon, 
and on the 28th publicly executed them. It isa striking 


EMPEROR of 


er 


fact that the succession of Pu-Chun will make the third 
successive occasion on which a minor has occupied the 
throne under the Regency of the Empress Dowager. 


The Playgoers’ Club.—Nearly 600 members and 
friends attended the sixteenth annual dinner of the 
Playgoers’ Club, which was held at the Hotel Cecil 
last Sunday evening. Mr. J. T. Grein, the President, 
occupied the chair and gave the first toast, to the 
health of the Queen. Mr. Godfrey Baynes proposed 
“The Playgoers’ Club.” The chairman responded, and 
then gave the toast of “The Drama.” Mr. Henry Arthur 
Jones, who was called upon to respond, made a very 
interesting speech. Mr. Carl Hentschel proposed ** The 
Press.” Mr. Max Beerbohm responded in a humorous 
speech, remarking at the opening that he felt as Mr. Stead 
might feel if called upon to respond for “The United 
Service.” The toast of “The Visitors” followed. The 
menu-card, designed by Harry Furniss, was illustrated 
with a medallion portrait of Mr. H. A. Jones, and with 
sketchy representations of characters in his plays. A band, 
under the direction of Mr. Norfolk Megone, played during 
dinner. Ladies occupied places in the balconies overlooking 
the great banqueting - hall, and the proceedings were 
enlivened by some very good songs. 


“John Oliver Hobbes.”- Mrs. Craigie, whose zom- 
de-plume is John Oliver Hobbes, will take the chair at 
the eighth annual meeting of the Women Writers’ Club, 
to be held on Feb. 14. Mrs. Craigie is known asa dramatist 
and musician as well as a novelist. 


The New St. James’s Theatre, which opened 
this week with “Rupert of Hentzau,” the sequel to ** The 
Prisoner of Zenda,” is so completely transformed that only 
the outer walls remain of the original building. Mr. Alex- 
ander is issuing a charming volume as a record of the old 
theatre. There will be fifty portraits of famous actors and 
actresses who have trod the stage of the St. James’s 
Theatre during the past half-century. [At this theatre 
Braham, the famous tenor, used to perform operas; and 
here Charles Dickens produced some little stage pieces 
before he became famous as the greatest writer of fiction 
of his day. The new St. James's is most handsome; and 
Mr. George Alexander did well to open it with the dramatic 
yersion of “Rupert of Hentzau,” as this romantic novel 
by Anthony Hope proved in serial and book form even more 
exciting than “The Prisoner of Zenda ” did. 


The Second Edition of “Round the Town 
Again,” the liveliest ballet in London, was produced at 
the Empire on Monday last. Two scenes are entirely new-- 
the first and second —W ellington Barracks with the troops 
departing for the front, and the Palmarium at the Carlton 
Hotel. The former scene has passed under the inspection 
of the well-known military expert (the genial “ Dwarf of 
Blood ”), who was responsible for the military element in 
the first production. In addition to the 10,000 shillings 
sent by the Empire to the Daily Telegraph War Fund, the 
directors have handed to Mrs. Arthur Paget a handsome 
cheque in aid of the Guards’ Fund she is interested in. 


Mrs. Patrick Campbell opened the Royalty last 


Judas,” and should do well at the pretty little theatre in 
Soho. *' Money” is presented at the Comedy. But the 
great draw of the week is 


The New Gaiety Piece, “The Messenger-Boy,” 
due on Saturday night, and said to surpass in “go” and 
beauty all George Edwardes’s previous triumphs. 
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“Ty You Cannor SLEEP” because you have a cough or 
tickling in your throat, use the unrivalled remedy, 
Kearina’s Coven Lozences, one alone affords relief—well 
called “ sweet relief ’’—in cases of cough, asthma, bronchitis. 
Sold everywhere in tins 133d. each; free for stamps— 
Tuomas Keatine, Chemist, London.—| Any. } 

Dox'r Loox Orp.— With advancing years greyness 
increases. Stop this with LockYer's SULPHUR Hair 
Restorer, which -darkens to the former colour and pre- 
serves the appearance. Lockyer’s large Bottles every- 
where.—| Abvr.] 


Saturday with “The Canary” and “The Sacrament of | 
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THE RACING WORLD. 


HE racing world received with great regret the 
news of 


: The Death of Colonel Childe, 
who, when he used to go in for steeplechasing some- 
what extensively, was Captain Childe-Pemberton. He was a 
thorough sportsman, and a very plucky one in the hunting- 
field, as his latest mournful record proyes he was with his 
troops. 
The real facts as to the disposition made by 


The Duke of Westminster of His Stud 
have only just been made public. It appears that none 
of the early rumours were exactly right, as all the 
thoroughbreds owned by His Grace passed to the Duchess. 


The Present Duke 
will take over Orme, Bend Or, and a selection of the brood 
mares, so that it would appear that he will carry on the 
breeding-stud as his grandfather did, and we shall probably 
| find him racing again in due time. There will be a 


Great Gathering at Kingsclere 
on March 8, when the horses in training are put up for sale 
by auction. 

The weights for some spring handicaps duly appeared last 
Thursday, and as 1 write, the acceptances for these same 
will be in Messrs. Weatherby’s hands. It is quite refresh- 
ing to cast forward to the days when we shall be busy under 
Jockey Club rules again, for one has grown terribly tired of 
such national hunt business as we have been suffering 
lately. 
|, So far we have not come across the long-looked-for 

“coming” Grand National horses who are to take the shine 
| out of the old standards. These are the sort of articles one 


often reads about but very seldom sees in better seasons 
| than this, which has been very poverty-stricken indeed. 
| The animal who came nearest to the former type, 


Hidden Mystery, 
has apparently been knocked on the head, so to speak, by 
the handicapper, who has given him twelve stone in the 
Grand National. Certainly Colonel Gallwey’s smart 
jumper did compel a great deal of admiration when he won 
at Liverpool, and later at Nottingham; but, counting all 
that in, 
Twelve Stone is a Crusher 


for a horse who has only lately come to the front. Every- 
body knew that 


Manifesto Would Be Top-Weight, 
also that he would be put up above the twelve-seven which 
he carried to victory last year. Moreover, his friends could 
hardly expect it to be raised less than 61b. Still, talking 
about this, and seeing 12st. 131b. to his name at the head 
of the handicap, are rather different things. 1 fully expect 


Mr. Bulteel's Great Chaser 
will take a lot of. beating, but 12st. 131b. does want a deal 
of carrying. Breemount’s Pride has got a lift very com- 
plimentary in a way, but very disappointing indeed to her 
owner, who finds her now made to allow a little 


Over Two Stone to Gentle Ida, 
whom she only just beat at Manchester last spring. The 
stable with the strongest hand is Collins's. There aro 
trained 
Manifesto and Drogheda, Parma Violet, 
Glen Royal, and Queen Bee. 

I should not be {surprised if Drogheda was the trusted one 
at the finish. I am surprised that Ambush II. is talked of 
as well handicapped, and backed accordingly. 


Multiform, Top-Weight in the Lincoln 
Handicap, 
is a bad roarer, but, despite that ailment, must be reckoned 
a good horse until the contrary is proved. He was a flyer in 
his own country, but while there, his wind was all right. It 
is searcely worth while to write much about the Lincoln 
Handicap at present. I have 


A Liking for Mount Prospect and also 
for Refractor. , 
Damocles is one who might be well backed, and Charles 
Archer seems pretty sure to find us a favourite. Another 
one to be marked dangerous is Oban ; but since, as I said, 
the acceptances are already delivered, I had better wait 
till after they are published. : 
The death of the bookmaker who styled himself 


John Bull, 


and dressed the character, will rob our racecourses of a 
somewhat picturesque personage, who proclaimed his 
identity with powerful lungs which one would have 
thought might have been safe from the attacks of even 
pneumonia. Did space allow, I might write anecdotes by 
the score of the late 


Mr. Chippy Norton’s Sayings 


| and doings. His had been an adventurous life, in which, 
at times, he had come by very hard knocks in the roughest 
of rough company. 

His experiences in the ring where they bet and by the 
ring where they fight were very extensive, and occasionally 
most peculiar. He gradua in the Midland School, of 
which the Birmingham- Brigade made the centre. A few 
years ago he was temporarily in affluent circumstances, but 


the larger backers, and lost money faster than he had made 
it. That made but little difference to him, inwardly or out- 
wardly, so long as he could be “at work,” though one 
indication of prosperity or the reverse was never failing in 
| good times. The diamond studs, about the size of a cheese- 

late each, which adorned his old-fashioned frilled shirt in 
ar om with the John Bull get-up, were, as a matter 
of fact, 


Diamonds. 


When fortune did not shine on the firm, those extensive 
scintillators only looked like diamonds, being, in fact, of 


BENDIGO. 


THE PENNY LAWYER. 


ANSWERS TO CORRESPONDENTS. 


to be stolen, 


TrixpeR.—Sue her for the rent due and for the furniture. 

Rex.—If you acquiesced in the loan, and by payments on 
account or promises to make any such payment, you would 
probably have an order made against you. 

Rover.—If you can prove negligence, sue for damages. It 
would be advisable to consult a solicitor now. 

Epwarps.— You must first make arrangements with the 
owner. 

H. A. L.—The will is void in consequence of his sub- 
sequent marriage. 

Sussex.—No. 

G. H.—Yes, if it were a debt owing to him or a chose in 
| action. 

B. B.— Questions 1 and 3 are answered by the rules of 

which you sent a copy. (2) Yes. 
| Bitisoy,—No. 
| W. Jones.—If you alone were plaintiff, you must pay the 
| fees yourself, 
} 


Z.—Yes, ifit was a quarterly tenancy. 

J. W. @—The agreement is of no use unless it is 
stamped. This could only now be done on payment of a 
penalty. But we are afraid you must come in as a creditor. 

Yroman.—If you have realised the estate and lawfully 
paid away all the assets you are not liable at all. You 
should appear on the summons and state what you haye 
told us. 

Oraner Repwies in Next week’s P.7.P. 

“PIP.” Reapers should make it a point to ask their 
newsagents to supply the paper regularly every Friday 
morning. The increase in the sale of The Penny Illustrated 
Paper has been so enormous that the supply of se 
should be ensured this way. L 


E A rn ae a 


BUY THE “ILLUSTRATED WAR SPECIAL,” PRINTED IN COLOURS, ld.. EVERY WEDNESDAY. 


| sought to rival the experienced. bookmakers.who deal with” 


the Parisian order, and much safer to wear, as not so likely” 
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THE WORLD OF PASTIME. 


WALES AGAIN TRIUMPHANT. 
HERE England failed, there also has Scotland 


met with defeat. Confidence, born of victory in 
the first of the season’s international matches, may 
rr de he cp to Wales at Swansea ; but 
ae ere can be only one opinion as to the comparative 
ike E the teams which met on Welsh soil on ca 
es i ra of probably 25,000 persons. The comfort of 
slo pi was interfered with by a storm of hail and 
MÁ to th E ore the time fixed for commencement, and it 
Round «> E of the players found the effect upon the 
CE yu icial to the display of tip-top form. In the 
Per ev however, the Welshmen proved their 
pOr and in a manner which surprised even their 
pr “A supporters. Scotland won the toss, and sought the 
Stance of the wind in the first half, yet it was 


A Welshman (Llewellyn) who Scored the 
k First Try, 

o difficult an angle to admit of further success. When 
ahd 7 was obtained the game was only fifteen minutes old, 
o te went on until the near approach of half-time 
ay try care was any further scoring. Then Dykes gained 
afford e Scotland; but the satisfaction this must have 

'Orded the visitors remained not long with them, for just 


joo jo the changing of ends Nicholls gave Wales their 


Scotlan 


d made many a determined effort, 
Wales were Seen to the Better Advantage 


nearly all through. Llewellyn and Williams each obtained 


Scothe iy the home side, while no addition was made to 

pomtay te score. Wales, therefore, won by four tries (12 

appei A o one (3 points). Scotland’s play was very dis- 
nting in almost every particular but that of tackling. 


Sl ort oia and Richmond 
i Saturday for the second time tpis season at Black- 
betes r v. he match should have iy place at Richmond, 
ade O respect to the memory of the late Duke of Teck, 
aq e changed. In the first engagement, Richmond 
rn ae Peik 1 an unexpected though deserved success, but the 
Giese ic as to this result did not show itself on Saturday. 
oie er looks for the highest class play in this match— 
Ae ae of those engaged is generally against this—and 
chiefly st encounter was no exception, the struggle being 
tare Dos ae the forwards. Nearly all through the 
rested mo ay with Blackheath, and in the end victory 
sticcedatuy them by 17 points to 5. Both ®niversities were 
bridge dle Seria Rugby matches on Saturday. Cam- 
Oxford visited Pc the Marlborough Nomads, and 


Football Association Cup. 


Saturday Was s ao 
MARE: et apart by the Association for the 
e a first round of the Cup competition proper. 
and totes : ern clubs had survived the preliminary stage, 
right to A them had been fortunate enough to secure the 
Southone oice of ground. Two of these proved successful. 
Bristol re Age beat Everton by three goals to none, and 
while at eee Stalybridge Rovers by two goals to one; 
oals to none. It i i i 
att é . is estimated that the combined 
pane = these three matches amounted to 26,000. 
Successful pr Rangers and Portsmouth were not so 
ete pate. ~~ they did no better than avert defeat, 
erie po opponents being Wolverhampton Wan- 
the “wal lackburn Rovers. To hold their own against 
first year T is a very gratifying position fora club in its 
congratulat professionalism, and Portsmouth, too, deserve 
ation. Both Tottenham Hotspur and Reading 


l; 
y pd up very well, but both succumbed, the former to 


3ury, 


met on $, 


Sheffield United, Sheffield Wednesday, Notts 
Do >l S ssday, Notts 
Ato Notts Forest were among the successful clubs. 
with M illa, playing away, could not do better than draw 
drew anchester City; Derby County ‘and Sunderland also 
» as did Stoke and Liverpool. 


London Charity Cup Final. 


A draw w. : 
(hol y as the result in the match between Clapton 
like > and Old Carthusians, but as the chadition are 


deplored. benefit thereby, the result cannot well be 


altogether, t was an exceedingly well contested game, and, | 


interesting from a spectatorial point of view, so 
pany should be assured for the next meeting. 


PEA Cross-Country. 
of the oman advances, it is only natural that the doings 
to o Ma clubs should command attention, with a view 
championshi an idea as to their respective chances in the 
and Beatties) The Highgate Harriers, holders of National 
ourhood of OF eld a ten-miles scratch race in the neigh- 
shown in ex J rurech End, Finchley, and much interest was 
members Pn i ag therewith. Though some of the 
excellent mks not in the pink of condition, others showed 
e least Sa and the outlook for Highgate is, to say 
second e J. Ww eaver finished first, P. Biss was 
awlinson = J. W oolley third, while E. Reeman, W. 
Finchley = eter A. C. East, all followed in close order. The 
eing F. T ek decided a ten-miles handicap, the winner 
who a bei arris, who had 5 min. 45 sec. from C. Bennett, 
» eing fit, did not extend himself. 


Midland Counties Junior Championship. 
$ Ao en was decided at Worcester in favour of the 
orcas eath Harriers, a member of which club, A. J. 
the fx as first man home. The winners had four men in 
rst ten, and beat Birchfield Harriers by 57 points 


Against 113. 
So £ > Billiards. 
interest this season there has been very little to excite the 
a of followers of the professional game, and it would 
money = on have asserted, that there is practically no 
i rs tere Roberts is not. The match between 
W. TA the Billiard Association champion, and 
interest De announced for £200, has provided features of 
well ahead © Ys sa conceding 1000 points in 18,000, drew 
then pose ha opponent by the middle of last week ; but 
chind ay opened out in splendid style, and from 600 
showed th are again the leader. Subsequently Dawson 
risk losi € better form, and advanced as if he meant not to 
sing the stakes. BANSHEE 


a good com: 


Lawyer :“I - K 
Mes T: must know the whole t 
ssfully defend you. Have you told apong i 


Tisoner: “ Except where I hid the money ! ” 


WANTED THAT FOR HIMSELF, 


BUY THE “ILLUSTRATED WAR SPECI 


ry. During the second half of the game, though 


rrow Millwall beat the home team by two | 


n North End, and Reading to Newcastle United. ; 


y i oreat respect the extra speeial of ¢ ing 

Cara Bachelors, a aa retiret ee ve a Afris 

b “What have they been doing in Africa, 
RY W. PETT RIDGE. 


THE PENNY ILLUSTRATED PAPER 


Mayne?” 

« I shouldn’t think,” replied Mayne absently, 
“ that Miss Cholmondeley is more than twenty- 
three.”’ 

Walmer repeated his question with asperity, 
and Mayne bestirred himself in order to give a 
lucid answer. 

«Wonder you don’t settle down, Mayne,” 
said Gascoigne. 

“Who with?” 

““ Heavens ! ” cried Gascoigne, starting up and 
pacing the room; “can’t a man settle down by 
himself? What a character you are, Mayne. 
Look at me, for instance. I’ve got my little 
place down in Surrey, with an old housekeeper 
and a couple of servants, and I’m as happy,” 
said Gascoigne with defiance, “as happy as the 
days are long.” 

t: They are long, I expect.” 


[cOPYRIGHT.} 


looked at his watch and at the gilded 
clock with its golden boy swinging 
beneath. 5 

“He has a long way to come,” remarked the 
other_man. 

“Still, my dear Mayne,” urged Walmer 
impatiently, “eight o’clock is eight o’clock— 
and not twenty minutes past.” 

“ Walmer,” said Mayne cheerfully, ‘‘ do sit 
down, there’s a good chap, and make yourself 
comfortable. They won’t serve dinner until you 
ring, and there’s nothing on earth to worry 


v 


| +6 Oikea ar S late ! ” said Walmer. He 


about. Besides, Gascoigne lives down in Surrey, | «I don’t find them so,” declared Gascoigne 
y ” eee Once you get on the South- | obstinately i a 
estern——’’ y ee: Wh eee ` 
Phere aacin oea A aber “ But you said just now before dinner 
sae A Ga ie ome tis tl Sey «Don't argue so, Mayne,” begged Gascoigne 
MI. Gras > 1 ; : K > MA 
et ens ee with testiness. ‘‘ That was always your failing.” 
dre? NAA OF He turned to the man who was looking into the 
Sair $ answered the proprietor of the fireplace. “Are you still living in Gray’s Inn, 


restaurant. 

“ Serve the dinner.” 
ss OE 1 
| The new arrival strode into the room with the 
breezy manner of one who knows he is late, and | 
has decided to defeat reproofs by cheeriness. He 
| shook hands with the other two men; said some- 
thing caustic about railways ; assured them both 
that they looked. as young as ever. Now there 
is nothing gratifies men who have passed the 
age of thirty so much as to be told they look as 
young as ever. 

‘““There’s no doubt of it,” said Walmer, 
smoothing his thin hair and glancing at the 
mirror, “that bachelorhood does keep a man | 
Loto ‘ane youthful. Now if we had} dining - room, and how one by one we used to 

Don’t talk of it.” said Gascoigne, with a pitch our cigars away and stroll upstairs to 

| Aa , S£ ascolgne, With a | listen. Do you remember that little German song 
` . i ; i ap? 
““The worry of a wife,” said Walmer strenu- | ig o ttn a the air awkwardly— 
ously, ‘doubles a man’s'age.” las men do with whom singing is not a strong 
And his expenses,” remarked Gascoigne. | pien 


e 3 > oint. 
“A wife would look after you,” suggested “T used to sing it to myself,” 
I us sing yself, 


Walmer?” 

Walmer did not answer for a few moments. 

“Yes,” said Walmer presently, “if you can 
call it living. Sometimes in my chambers there 
I am not quite sure whether I am alive or dead.” 

“You want company, Walmer.”’ 

““Tt would be more cheerful,” acknowledged 
Walmer, “if there were someone else in the 
place. Someone, I mean, to be about the rooms 
and to—er—play and sing a bit.” 

«That was where Jumbles always had the pull 
of us,” remarked Mayne. “In Johannesburg, 
with few real women about the place, I used to 
think sometimes of the way his sister used to 


said Mayne, 


Mayne hesitati 7 x : 
MN -ieg BENE A LS. r ter | « out at that fearful place, and somehow it used 
Eipre s t jection,” said the other two | to do me good.” 


“I often wondered,” remarked Gascoigne, 
«what the real cause was of all the South 
African trouble. I suppose Kruger has no ear 
for music. Walmer, what are you thinking 


‘*T suppose we have much to be thankful for,” 
said Mayne. “ Let us say grace.” 
_After the choice dinner the three men cut their 
cigars with great particularity. They set their | about?” 
‘hairs ke > 7 rest for z d . . 
chairs back and each found a rest for one foot. Only about a case that I have in hand just 


“ Been writi S ‘ t your tras : > 
Air od cfr in trash, now,” replied the man of law at the fireplace. 
on Had pacientes, BIRT sin Asa sh ft “ I think, if you don’t mind, I’d like to write a 
ad one or two books out,” confessed | note while I think of it!” 
Gascoigne. j i rtf 
tipo = P si | “I «want to, seribble a 
Wonder who reads them ? ” = ; 
PT S ET EA ERT Gascoigne awkwardly. 
2358 ms Se rascole u s ` i 
: : : Ey ely ia a: c “Since it appears to be the correct thing to 


don't.” ny h i 
E 3 Ls si Mayne t6 jr s = S y 
“Stil,” said Walmer encouragingly, “I’ve mt. er ren exis LN a pene Ce: 


Re 3 one. 
seen some very fair notices.”’ P : : 
PARRA > ‘ resently each had finished his task, an 
I’ve tried to say a good word for them when ry é ask, and 


aida > | having stamped the envelope, stood with a 
I had the chance,”” said Gascoigne. | eee oe envelope, sto with ¢ 
| 


note too,” said 


shy air 
“ But really,” urge Ti AR TARE TEN Ea ieee i + z 
Noster Ys u ged Walmer, fact of matter ‘s T 11 post them for you,” said Walmer gener- 
is you're making a name, Gascoigne. You’re ‘ 


: : 1 ously. The other two men thanked him, but 
vetting on in the world. You’re a lucky 1 : 7 x é utan 

5 5 . i nan, e É A 

: ae v declined to avail themselves of his offer. 
People are beginning to talk about you.” W : 


cor ” 

“I think, Gascoigne, you ought to apologise,” ean 
said Mayne. “I'm only just back in London ; 
and I have been’ spared much of the annoyance | 
of seeing you become famous.”’ E 

“One doésn't feel any the happier for it,” said 
Gascoigne. “LI live in a valley in Surrey, and 
| cheques tumble down from London a little 
quicker than they did, but——”’ 

“ But what?” 

“Well,” said Gascoigne thoughtfully, “after | 
all, there you are all alone, and no one to share ! 
your troubles and double your joys; and upon | 
my word, it’s enough to make a man think 
seriously of-——’’ 

Gascoigne sighed. 

“(Of what?” demanded Walmer sharply. 

“7 forget what I was going to say,” declared | 
Gascoigne. 

Mayne broke the silence by asking the two 
men when Jumbles was coming home from the 
Soudan. Walmer, at the head of the table, flushed | 
a little (for no obvious reason) and said, “Not 
yet *: old Jumbles would be out there for some | 
time. Good man was Jumbles, said Walmer, | 
one of the best war-correspondents the journal 
had ever had. : 

E Ep nero said Mayne thoughtfully, 
p; suc f; har ow sjatay ?? . . 

The hutoracicere fell tinaity off the table | The swinging golden boy went slower and 

_ as then stopped. The three men glanced at each 


“ By-the-bye,”’ asked W: ; ] 
y ye,” asked Walmer, at the fireplace, hig deed x j 
sehat was Miss Cholmondeley’s name?” ae be on and Mayne dropped the journal 
~ on ye HOOT. 


68 Bon A 9? am CA ae ae £ 
“ ÍA aS Gascoigne and Mayne together, “ That clock ’s stopped,” said Walmer 
‘ í > <a D F 4 Ot | € dt > ` . 
11 e Elea C kolm erone Walmer critic- | «Time we were cae ” remarked Gascoigne 
ally. £lsa Cholmondeley.” | 7 4 brews. hd Sage Eevee © 
‘All the same,” said G : : unsteadily. ‘I want to catch a fairly early 
little a. 2 Gascoigne, laughing a | train from Waterloo.” è 
little awkwardly, “I suppose she’s like most | “1 Marcas well get: back to my hotel, I 
| girls—she ’d be glad enough to change it.” A air ge tral ESE P ca d 
E saphin che wand P"" ae Mawne ansiously; (eee RS, said Mayne despondently. 
| <<] should say: that she. dr. aa Each of the men spoke a private word to the 
| Walmer. ‘ What is y DERT A,” replied | proprietor downstairs, as they paid their share 
“0 ly tat 1 a OP QUA TE + of the bill. The proprietor. saw them to the 
nly natural,’’ said Gascoigne. Sg = 
“ Daresay the little W J TERE doorway, whistled for three hansoms, and bowed 
her brother is away,” prat ta heey that | low as they drove off. Mrs. Proprietor pulled 
ay, marke almer sym- AO ney i 
athetically `> scar 'urtains as g vatehed all this 
pathetically. “It would be almost a charity if aah issn bal ads si at i 
someone were to propose to her.” he Sn PERISA I PE Lyf Sect o St ee 
“I remember.” r Post them. letters, Fritz,'? called. Mrs. 
ember,” remarked Mayne, ‘‘ that she a AR RG SE aa 
had a very pleasant low voice and a charming Proprietor in her Cockney voice, before you go 
S mc > € € ¿har o i , ” Y 
smile. Sensible, too, she was.” © | and forget "em. 
> ' 1s. > . at . : 
ce Devilish good little fñioure.” said G . «My dear,” said Fritz, taking them from his 
8 e figure,” said Gascoigne A IA E E > Av 
thoughtfully. 5 pocket, ““it is ver’ extraordinary. They all say 
“Giv i acter >, * Desdroy my le Fritz, ¢ 
: Give me a light,” said Walmer, at the fire- RA ; Desdroy my ledder, Fritz, and do not 
place. It isn’t often I let my cigar go out.” Stele ae by ace Shes TF 
There was a pause. The three men smoked Fancy that !” said Mrs. Proprietor, glancing 
quietly until a lump of coal, tired of the ZEEN over „his shoulder. “And jest look, dear. 
3 La 5 Mhar ra s f nag x y > 
fell noisily in the grate. The proprietor of the They ’re all addressed t> the same lady. 
otel knocked at the door and handed in with ! 
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They took their second cigars, 
snatched up the special and glanced casually 
down the columns. 

«Thunder !”” he cried, starting up violently. 
He still held the paper, and being now nearer to 


« Everything ! ? cried Mayne. ‘* Look at 
this ! ” 

‘* Read it out,” said Gascoigne composedly. 

“ Don't suppose it’s anything really exciting,” 
remarked Walmer. 

“* Bosworth—Cholmondeley,’ 
The newspaper trembled. 
Lieutenant Bosworth, of the 18th Hussars, to 
Miss Elsa Cholmondeley.’ ”’ 


” 


read Mayne. 


THE END. 
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play upstairs when we four were smoking in the | 
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THE PASTIME” ACCORDION. 
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EASY FOR ALL TO PLAY 
S/- 


PP a e PP 
THEIR OWN FAVOURITE 
POST FREE. 


TUNES. 
a 
Marvellous value 


offered by us at 
this low price to 
circulate vur Cat- 
alogue, fully illus- 
trati Watches, 


GIFTS for Cash. 
Full Satisfaction 


-a fit EA Se a 
Ser = = or fu lh Money brek 
=“ o == ~= ¡$€_rREAA«=> — 


= 7 ; 
THE “SOCIABLE” ACCORDION, 7/6 | post 
TIE “CONCERT” ACCORDION, 10/6 f FREE. 


Illustrations of the “SOCIABLE” and the * CONCERT * will be 
found in our Bargain Book, Post Free. 


PAIN BROS., “PRESENTS HOUSE,” HASTINGS. 


(Agents wanted where not represented.) 


QA PP PLPPLPLELIS 


Taken immediately after each meal 
Guy’s Tonic mixes in the Stomach with 
the Food you have eaten, and helps to 
Digest it. It further stimulates a flow 
of Gastric Juice, and increases the effi- 
ciency of the Digestive Functions 
themselves. 

Food is therefore enjoyed because 
Digestion is Easy and Natural. This 
does away with Pain and Discomfort 
after meals, Wind, Acidity, Heartburn, 
and Water-Brash. 

Guy’s Tonic gently compels a Slug- 
gish Liver to greater Activity, whilst 
thinning and rendering less resinous 
the Bile in the Gall Bladder. This 
makes the Blood purer and freer from 
Biliary Poisons, so that the drag on 
the Energies and Depression of Spirits 
are removed, and you become more 
Buoyant, Cheerful, and Energetic. 

The Digestion of Food in the small 
Intestine is also better and more com- 
pletely performed when the Liverisren- 
dered active and in good working order 
by the use of Guy’s Tonic. You are 
thereby freed from the poisonous Gases, 
bred by Decomposing and Undigested 
Food, which cause Flatulence and 
painful Distension. The Natural 
Functions are also brought at the same 
time into a Healthy, Normal condition. 


Testimony from a Medical Man. 
o cE aA 


““ Milford, Co. Donegal. 
“ Gentlemen, 
“ I enclose P.O., for which I request 
“ you to send me by post Four Bottles 
“ of Guy’s Tonic. I haye prescribed the 
“Tonic to several people, who have 
« derived much benefit from it, but I 
““ may mention that all which I order 
« myself is used by my Wife. 
** Yours faithfully, 
“J. A. OSBORNE, M.D.” 


A new size (Six Ounce) bottle 
of Guy's Tonic, price 1/13, is 
now on Sale at all Chemists 
and Stores. 


“On the 10th inst., | 


AL,” PRINTED IN COLOURS, id., EVERY 


OVER 70 YEARS 
ESTABLISHED REPUTATION. 


Neo 


BEST and CHEAPEST 
For INFANTS & INVALIDS. 


“Very caretully prepared and highly nutritious,’ — 
LANCET. 


** Admirably adapted to the wants of infants and 
young persons.”’—Sir CHAS. A. CAMERON, M.).. 


NEAVE'S FOOD has for some time 


been used in the 


RUSSIAN IMPERIAL FAMILY. 


RADA 


A MOST NUTRITIOUS FOOD FOR NURSING 
MOTHERS. 
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THE PRINCE OF WALES BADE THE YEOMANRY GODSPEED AT ALBANY STREET BARRACKS, 
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LORD CHESHAM, THE COMMANDER, CALLED FOR THREE CHEERS FOR THE PRINCE OF WALES AT THE ROYAL INSPECTION 
OF THE IMPERIAL YEOMANRY AT ALBANY STREET BARRACKS ON JANUARY 26 
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1. Dangers of Signalling at Ladysmith: One of the few Shells that Burst 2. Boers Scouting near the Town. 3. View of the Cove Redoubt: Nayal Volunteers with their 9-Pounder. 


AN OFFICER'S SKETCHES AT LADYSMITH DURING THE SIEGE, 
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SPION KOP: HOW OUR BRAVE SOLDIERS TOOK THE MOUNTAIN BY STORM. 
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MUSIC IN THE HOUSE). 


MAKES 


CHEERFUL HAPPY HOMES. 


Fill your Hearts and Homes with the charming 
Music of 


f mpb el 


PATENT 


BROAD 
REED. 


They are the most popular instruments of the day. 
Used by AH Classes in All Parts of the World. 


They have Organ and Celestial Tone and Charming Bell | 


Accompaniments. NO HOME SHOULD BE WITHOUT 
ONE. TheSolemn Psalm, theSoul-stirring Hymn,the Cheer- 
ful Song, and the Merry Dance can all be played on these 
charming Instruments. No Knowledge of Music required. 


| SPECIAL OFFER TO THE | 
| READERS OF “THE PENNY ILLUSTRATED PAPER.” 


i 

i 

| 

CAMPBELLS“ GEM"? MKLODEON, Gs. 9d. | 
| CAMPBELLS “MISTATURK” MELODKON, 101. 9d. | 
| 

| 


S 


CAMPRELL’S “PARAGON ” MELODKOSN, 14s. 
CAMPBRELL?S ** FAVOURITE ” MELODEON, 165. Gd. 


f 
| MONEY RETURNED IF NOT APPROVED. | 
| WORTH DOUBLE THE MONEY. ORDER AT ONCE. 


Any ofthe above sent, Carriage Paid, to any Address | 
in Great Britain or Ireland. on receipt of P.0.0. 


200,000 TESTIMONIALS. Read the following— 

The Editor of “THE PENNY ILLUSTRATED PAPER” says: 
« Practical believers in the humanising effects of good music, 
Campbell and Co.. 116, 'Trongate, Glasgow, supply at reasonable 
prices, a wonderfully diversified variety of musical instruments.” 

REV. ROBERT WILLIAM DOBBIE, Glasgow, Minister of Bloch- 
airn Church, Author of * The Drink Traffic, the Curse of our 
Great Cities,” says: ** Campbell's Melodeons have been known to me 
for many years. Iam gladto see, frequently, Campbell’s Melodeons 
in the homes of our working men. ‘Can the minister play ?’ is some- 
times asked. Those that utter that question soon discover that he 
has had a Campbell's Melodeon under control before now. Men. as 
a rule, who love music in the home are sober and industrions. May 
our working men bate the drink and love the music of such 
Instruments as yours!” 

PROFESSOR BROWN, THE CHAMPION MELODEON PLAYER 
of Great Britain, Ireland, and Wales: **Campbell's Patent Melodeons 
are the finest mstruments that have ever come uncer my touch, 
a..d only require a trial toad vertise t!emsel ves.’”’ 


CAMPEBELL'S Patent MELODEONS are 
the ONLY GENUINE Melodeons in the 
Market. Beware of worthless imitations. 

All lovers of music should at once send for Campbell’s 
New Illustrated Privilege Price-List of all kinds of Musical 
Instruments for Season 1900, just out. 159,000 of 
these Valuable Lists sent out yearly. Send One Penny 
Stamp to CAMPBELL andCo.,116, Trongate, 
Glasgow. (Established 50 Years.) 


OUT THIS OUT AND 
"IXAHO HLIM ONG 


DISSATISFIED— 
EH? 


OF COURSE YOU ARE. 


You don’t go to the right Tailor. Send at 
once for COWELL, WYATT’S new season’s 


(exclusive) patterns of Overcoatings and 


Suitten. OVERCOATS 
ano SUITS— 


20- 
25/- 
30"- 


Free delivery. 
Made to Measure, 

Fir and STYLE 

GUARANTEED. 


Best materiais, 
Best patterns, 
est workmanship. 


To every pur- 
| | chaser of our 
splendid 
| Overcoats or 
Suits we give 

A pair of our Ie 
76 Tronsers 
without extra charge, 

SEND AT ONCE FOR PATTERNS 


and our new self-measuring plan (post free). 


Please Note—We are not connected with any other 
Firm of Tailors trading in Northampton. 


COWELL, WYATT de CO., norruambron. 


A Special Complete SUPPLEMENT 
CIVEN AWAY wih THIS WEEKS 
The Best and 


HOME NOTES, Daintiest of 


Ladies” Papers. ORDER A COPY AT ONCE. 


PE AA> A -~ 


PRINTED IN 


| scarf or 
| of tucked silk as 


i THE PENNY ILLUSTRATED PAPER 


Rosalind's Sashions, 


HE piped and tucked 
chapeaux of cloth are 
being held in some 
estimation just now by 
the fashion powers that 
be, and as they are not 
so easily cheapened as 
some other shapes, they 
may continue gn vogue 
for a little time to come. 
In Fig. 1 I introduce a 
piped example in mauve 
cloth, the piping at 
intervals of about an 
inch. The shape has a 
high crown, the brim 
being lifted on the left 

side and there filled in with a big chou of purple velvet. 

The decoration above consists of purple velvet, an upstand- 


ing ostrich tip of pale mauve, and a market bunch of violets. 
* . os Í 


Toques are still worn decidedly large, turban-like, and 
in Paris airy, flimsy materials are being much used in 
their composition, 
as well as - less 
summery fabrics. 
Of course, when 
composed entirely 
of material, it 
must of necessity 
be something thin 
and light, or the 
effect would be 
disastrously 
“massive and 
concrete,” as well 
as unpleasantly 
heavy to wear. 
In my millinery 
sketch is shown 
the new hunting 
necktie, 


to the “stock,” 
the front piece 
being on the 
lines of a man’s 
crossed scarf, 


Y 
SMART 


COLOURS —-ORDER THE 


though not quite 
so flat or stiff. 
» 


> 

A Very 
Smart Even- 
ing Cape intro- 
duced to me by a 
leading artist in modes is sketched in Fig. 2. This is of 
white cloth, in layers one above the other, the edges being 
pinked. 
being of the same, overlaid with white guipure lace, broad 


PireD CLotH Har. 


Y 


PIAN mI MN A AO 
J wns A j 


EVENING CAPE. 

revers of the same being alternated down the front. 
whole of the cape is lined with rose-pink satin. 
* 


+ A * 


The Loss of Grace and simplicity (which always | 
| spells effect) by the abolition of the plain skirt will be | 
immeasurable | 
to all. It may be | 


endured with 
equanimity by 
the élegantes 
whose business 
in life is to wear 
the latest cry in 


nothing beyond 
gracefully; but 
to the active, 
practical, busy 


fussy fur- 
belowed skirts, 
always 
Way or getting 
out oí order, 


in the 
after 
sensible and 
always graceful 
and satisfactory 
plain skirt. The 
long kilt or 
pleat in a skirt 
is not at all 
objectionable, 


and useful. It 
is showing in 
various Ways 
just now, the 
skirt either 


or with 
front left plain, 
or the upper 
part of the skirt 
quite tight to 
just below the 
hips, where the 
pleat or kilting 
starts. 


e x * 
One of the 
Latest skirt 


A New Skirt. 


modes is shown 
in Fig. 3. Here 
the skirt is perpendicularly tucked at intervals from the 
waist to half-way down. The tucks are then allowed to fly 
out in loose pleats. In this way the close fitting for the 
upper portion and fullness round the feet, which is the 


desired mode of the moment, are both attained, combined 


with the novelty of the incoming pleat. 


It has a high collar of black velvet, the inside | 


nised so far as being out of the 


I 
{ 
! 
{ 


{ 
| remarks. 


| 
The | 


modes, and do | 


woman’ these | 


in the| 


will be a thorn | 
flesh | 
thel 


is in fact smart | 


kilted entirely, | 
the | 


| and a Dance is a good idea. 


“ILLUSIRATED WAR 


CHESS. 


CONDUCTED BY I. GUNSBERG. 


SoLuriox or ProBLeM No. 306. 


1. K to B 6th K to R 2nd 
2. P to B 8th (R) K to R 3rd 
3. R to Q R Sth, Mate. 


PROBLEM No. 307.—By C. CHOCHOLOUS. 
Brack (Four Pieces). 


N 


N 


SS 


N 


SY 


Y E Ys te GY 

Y E RI 

7 ff ezz g, Ve 
Ware (Four Pieces). 

White to play, and mate in two moves. 


The following interesting variation of the Evan's Gambit 
is one of a number of simultaneous games played recently 
at the Ludgate Circus Chess Club— 

WHITE BLACK WHITE 
(1, Gunsberg). (Amateur). (I. Gunsberg). (Amateur). 
1.PtoK4th  PtoK 4th | 15. BtoKt3rd PtoQR 3rd 
2.K KttoB 3rd Q KttoB3rd |16. K RtoK Ist BtoR 4th 
3. B to B 4th BtoBéth Hardly an adequate reply to 
4.PtoQ Kt4th Btakes Kt P | White's obvious intention to 

5. P to B 3rd B to B 4th | advance P to K 5th. Black 

i. P to Q 4th P takes P | should not have moved the 

7. Castles P to Q 3rd | Knight from K 2nd for a time. 

8. P takes P B to Kt 3rd | Steinitz, in former years, used to 


BLACK 


9. Kt to B 3rd Kt to R 4th lay Q to Q 2nd instead of Q t 
| 10. B to K Kt 5th P to K B 3rd | B oy oe his twelfth eli ARA 
1. B to B 4th Kt takes B | he then followed up by playing 


12. Q to R 4 (ch) 
13. Q takes Kt 
14. P to Q R 4th 


The variation will be recog- 


E to Q 2nd 


Kt to K and | Qto K B 2nd. 
0 


| 17. Pto K 5th 
| 18, P takes Q P 
(dis. ch) 
It is obvious that the sacrifice 
is a well-paying one. 


B takes Kt 


books. The move of P to Q R 4th 


is very useful, as it compels B takes 
Black to weaken his Queen's | 15° R takes B (ch) K to B let 
side somewhat. 20. P takes P Q to B Ist 


14. Kt to Kt 3rd 21. BtoQ6th (ch) Resigns 


DRAUGHTS. 


A. CoLemax and E. CasrLe.— Your solutions of 264 are 
unsound. See author's solution in ?.1.P, 


No. 2 rather too easy. 


“Foosmaxa.”--No. 1 accepted. 
Thanks. 

J. AstieY.—Not compelled to capture the larger number. 

J. E. Jones.—14— 9 would shorten, but the solution in P.7.P. 
was sound. Your solutions correct. Problem accepted 
with thanks. 

W. GossrLL.— Apply to A. Bryson and Co., 92, Trongate, 
Glasgow. 


Carrars Cuarricr, Q.W.R. — 265 correct. Thanks for 


SoLrrióx or ProBLEM No. 268.—By A. COLEMAN. 
Black: 1, 3, 5, 18, 20, 25, 12k, 26x. 


White: 7, 8, 10, 11, 15, 21, 17x, 19K, 

¡ White to move, and win. 
t-19 2 8—19 21 17 10—17 29 25 
| 20—27 | 17 13 1—10 13 29 9—14 

100.6 | 19+ 8 "|. :17 14 59 % 22 
| White wins. 
| PROBLEM No. 269.--By J. WILLIAMS (Ebbw Vale). 

BLACK, 


WHITE. 
White to move, and win. 


GAME No. 220. 


“Whilter,” by P. ThurkiLL (Sunderland) and the 
late G. GILBERT (Stamford). 
11—15 17 13 d=" 0 18 6 } 26—31 
23 19 15-18 24 19 5— 9 15 24 
7-11 22 15 2= 7 6 2 | 31—26 
22 .17 10—26 | 21 17 913 | 2 23 
9--14 31 22 8—12 25 21 20—27 
25 22 12—16 19 15 18—22 23 14 
11—16 30 26 | 7—10 | 26 17 26--22 
29 25 4-8 |-14 7 13—22 28 21 
16—23 > 17, 3—19 2 <6 22-18 
27 11 | 14—18 17 14 15—18 14 9 
8—15 82 27 12-16 6 10 16—20 
26 28 16—20 14 10 22—26 24 19 
5-9 | > A 6-15 10 15 Drawn. 


A deep and intricate game.—P. T. 


To Open a New Hotel with a Reception 
Credit for carrying out 
this notion is the due of the directors of the Hanley Grand 
Hotel. Hanley is not exactly the town that would be chosen 
as a holiday resort, but the centre of the Pottery district is 
of interest to commercial travellers, and that estimable and 
indispensable body of men cannot fail to be delighted with 
the comfort and elegance of the new Grand Hotel at Hanley, 
the tasteful decoration and furnishing of which reflects so 
much credit upon the popular firm of Oetzmann and Co., of 
Hampstead Road, London. 


TOBACCONISTS COMMENCING.-—Tlus. Guide (259 pages), 3d, 
Tobacconists’ Outfitting Co., 186, Euston Rd., Ldn., 50 yrs. 
reputation. Hairdressers fitted. Mgr., H. Myxxs.—(ADyT.] 


SPECIAL,” ld. 


FEB, 3, 1900 
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The “PIP” Harmer, 


BY A FRESH HAND, 


Some Winter Vegetables. 


HE value of winter vegetables is unquestionable, 
and the better these are grown dunng the early 
autumn the more reliable they are in mid-winter. 
Itis a fact that amateurs often have none too many 
really good winter vegetables, but this is owing to 

late planting, so that the plants have not time to make 
a good growth before being cut down by frost. This 
mostly refers to the brassicas, such as kales and early 
broccoli, though, even with the best culture, no one can 
prevent injury to the last-named by frost. If good-sized 
plants be obtained, they are in a better position to stand our 
winters; indeed, if the heads are formed, the latter will 
keep good for weeks, given the shelter of a cool cellar or 
shed just frost-proof. Few green vegetables are more hardy 


A My, 
a, 
“Vy K Y, 
PUL, 


| 


COLEWORT. 


than the winter cabbages, but these are distinct trom the 
spring varieties. There are two particularly excellent 
kinds—the St. John's Day and Christmas Drumhead. The 
first-named has a conical heart, very small, and is of dwarf 
growth. The latter is a flat or drumhead, with deep green 
leaves well covering the heart, and thus making it more 
hardy. Both of these types are splendid winter vegetables, 
and of course the colewort is most valuable, but it is more 
tender than the two varieties named. It should be grown 
in all amateurs’ gardens for early winter use. Two new 
kales introduced a few years ago are suitable for poor soils 
in cold districts, the Arctic green and the purple. Of 
older kinds, Read’s Hearting, the Cottager, and the Buda 
are also hardy. » 
A Combination Stirrer. 

| . Dairy-keepersmust havefound that thecream risesin retail 
¡ delivery churns while out on the rounds, especially where 
men leave their 
perambulators 
standing for some 
time while a 
number of custo- 
mers are being 
served from the 
hand-can. The 
result is that the 
milk drawn from 
the tap is not a fair 
sample of the bulk, 
and a great risk is 
run of prosecution. 
This is proved by 
*the frequency with 
which firms of un- 
doubted respect- 
ability are charged 
under the Adulter- 
ation Act with sell- 
ing milk deficient in 
cream, when, as a 
matter of fact, the 
apparent deficiency 
is due to the cause 
already explained. 
The handle of the 
stirrer is passed 
through the cover 
of the churn, so 
that, from time to 
time the milk can 
be stirred and the 
cream mixed in. 
The contrivance is 
better fitted to new 
churns, as old necks and covers require to be re-shaped and 
made true, which, of course, adds to the cost. 


Ranunculi, 
Although it is generally admitted that it is rather dif- 
ficult to grow a large collection of choice named ranunculi 
| to perfection, there are many beautiful varieties of the 
| edged, ¡spotted, and self-coloured classes that are easily 
| grown, and will bloom freely in any light, rich soil with a 


A CHURN-ST:RRER. 


PEREZ E Y 


| 


Mrs. Featherweight (to cabman) : 
won't run away with me?” 
Cabby : “ No, Mem; I’ve been married this twenty year!” 


“ You’re sure you 


QUITE SAFE. 


EVERY WEDNESDAY. 


FEB. 3, 1900 


< 


fair ; o ~ 
S Th acm of moisture. Considering their chaste and 
their ¡nd equalling the most perfect rose or camellia, 
Various ed: ao attractive colours, ranging through the 
ack, to y o crimson, scarlet, purple, yellow, and even 
edgings a purest white, their exquisite markings or 
¿Matter of Eos in some cases delicious fragrance, it is a 
not be ow! cid that these inexpensive luxuries should 
Conditions in th every English garden. The first essential 
Soil and a he cultivation of ranunculi are a fresh, rich 
an open and sunny situation. If the soil is too 


RANUNCULI. 


he > r 

too ieee good dressing of sharp sand or road-silt ; if 
flowering. the t — proportion of sandy loam. For early 
in November ubers should be planted (claws downwards) 
"ebruary Mick a but if this time is neglected, 
Will bloom ma ages April will do very well; but as these 
ceeping them wit particular attention must be paid to 

8 them wellsupplied with moisture. 


yn PM A Highland Herd. 

forming pa. have received as to how best to go about 

my noes of cattle can best be answered by referring 

trticle in ‘a. oe to Mr. C. Morgan Richardson’s 
e “Live Stock Journal Almanack.” The first 


esti 
mtendo. o Es breeder must ask himself is what he 
As reed. Before making any purchase, it is 


hecess; 9 a 
SSA r; 
: ty for him to dezide whether he means to keep a 


airy s} ; . , 4 
o e tono vera herd for the purpose of supplying milk 
or for making cheese or butter; whether he 


A HIGHLAND STEER. 


Means 
ei ra he oap a herd for general utility or for orna- 
reedin of ether he aims fat the highest point of all—the 
that cae A for the foreign market. This last aim is 
greater a oe of accomplishment. It is attended with 
expensi as s than all the others, and it is far more 
infinitely’ but if the breeder is successful the results are 
and a 7 more satisfactory in every respect. Suitable 
is hd sufficient outbuildings must, of course, be secured. 
Walka to be expected that the beginner can turn out 
yearli y cattłe from a hungry gravel soil, or rear good 
Positico bulls without the necessary shedding. The ideal 
Sition is a strong soil on limestone, but good cattle can 


_ 
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Nine Caroineers lay in hiding at the spot where the Hussars lost two men, 
approaching to rob one of the Hussars of his accoutrements. 


NATAL CARBINEERS AVENGING THE HUSSARS NEAR CHIEVELEY. 


be grown wherever the soil is moderately strong and deep, 
and in these days, if the land is deficient in lime, it can best 
be given in combination with phosphates by autumnal 
dressings of basic slag. 


Poultry-Farming. 


Poultry can be made profitable in certain conditions; but 
before thinking of investing money in any scheme, I 
would advise “G. F. $.” (Yorkshire) to gain experience. 
For a start send 1s. 3d. in stamps to the Secretary, 
The College, Reading, for a copy of the conference report 
on poultry-keeping. This, with Tegetmeier's '* Table 
Poultry,” published at the Field Office, Bream’s Buildings, 
E.C., will prove very useful. After digesting these, 
I will be glad if my correspondent will write me again if 

| he feels inclined to persevere with his project. 


PAPER 


a cn el a o 


After waiting until the afternoon, their patience was rewarded. Se 
The Carbineers fired a volley, killing two Boers and wounding two, besides killing three horses. 


a3 
G 


Seven Boers were seen 


Steam Cooker. 


_My Liverpool correspondent will obtain further par- 
ticulars and price of steam-jacketed cooker on application 
to Parish's Patent Cooker Company, 97, Queen Victoria 
Street, London, E.C. 

Our Rural Readers 


who write to complain of the difficulty they sometimes 
oxperience in getting copies should prevent disappointment 
by doing as 1 do—namely, give a standing order to the 
nearest newsagent to supply The Penny Illustrated Paper 
regularly every Friday morning all the year round; or if 
you live ata distance from any town, subscribe in advance 
at the P.1.P. Office. Terms: For the United Kingdom : 


Yearly, 6s. 6d.; half-yearly, 3s. 3d.; quarterly, 1s. 8d. ; 
Abroad: Yearly, 8s. 8d. ; 


Christmas Number, 9d. extra. 


half-yearly, 4s. 4d. Christmas Number, 9d. extra. . All 
subscriptions must be paid in advance direct by Post Office 
Order, payable at the East Strand Post Office to the 
Publishers of The Penny Illustrated Paper, 198, Strand, 
London. 


N.B.—The “P.7.P. Farmer” will be pleased to reply to 
rural questions sent to him through the Editor of The 
Penny Illustrated Paper, 198, Strand, London, W.C. 


Horrified Mother : ‘‘I should like to know 
how you happened to let young Simpkins kiss 
you?” Daughter: ‘I--I thought no one wa 
looking.” 


EE y 


“No Better Food.” 


Dr. ANDREW WILSON, F.R.S.E., &c. 


“When the heart of a man 
Vs oer clouded with fears” 


The mist is dispelled” 
“When a woman appears” 


With a cup of FRYS COCOA to cheer him. 


FIYI 


300 Gold Medals, 
&c. 


PURE 


CONCENTRATED 


Goco 


N.E.—Sold only in tins with gilt tops. 
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THE WORLD OF WOMEN. 


FEW rumours of coming changes in the 


Fashion of Evening Gowns 

have reached me. Soft materials are said 
to be coming into favour, and the stiff-textured 
silks to be going out. China silk and Oriental 
satin look charming, and in the early days of 
spring fur will be largely used for trimming. 
Tight sleeves to the elbow, where they will be 
met by long gloves, will, it is said, replace the 
long sleeve for evening wear, but a 


Tight Elbow-Sleeve 


is quite as unbecoming and ungainly as its long | 
rival. It is hinted that moder ately full sleeves 
will shortly reappear. I hope so. Wise in their 
generation, the London Glove Company post- | 
poned their winter sale until all the other sales | $ 
were over, and, therefore, now, to the end of 
February, it is possible to get in that well- 
known establishment excellent goods at very 
reduced rates. For instance, 
Chevrette Gloves, 

lined with silk of various shades, and fastened 
with three Duplex Domb fasteners, can be 
bought in tan, brown, and beaver shades at 
2s. ld. per pair; and long evening gloves, 
twelve-button length, at Is. per pair. Black 
chevrette, with four buttons, lined with silk, 
are cheap at ls. 8d. The hosiery and underwear 
will be found worth inspection ; and dainty fans 
are remarkably cheap—tor instance, pretty gauze 
fans spangled, painted, and mounted on bone 
sticks are reduced from ten shillings to two-and- 
sixpence. Lace scarves are ridic ulously cheap ! 
The prices range from one shilling, and there is 


| 


a large selection of bow cravats.and ties of all 
kinds. The question may be asked, why are 


Pretty Fans so Cheap 

just now? It is because so few are required for 
evening dresses at present, and by next year a 
new fashion in fans will prob: ably be in vogue. 
A correspondent wishes to know if tunics and 
flounced underskirts are still worn. Yes, many 
dresses made in that style are still fashionable, 
but I do not advise the possessor of 


A Tunic and Flounced Skirt 


to save it up, for in a few months it may have 


been superseded. I think the draped skirt is 
coming in, and any new flounced skirts that are 


and a few quite new skirts, which have not as 
yet been seen in the shops, have 

Graduated Box-Pleats 
over the hips, and one large box-pleat at the 
back. But as this fashion makes the skirt 
extremely heavy, I do not think it will be popular. 


firm ‘which -has wisely postponed its 
until February—though it began on 


Another 
main sale 


Extract from 
Sir Wm. MacCormac’s 


Report to the ‘‘ Lancet” after 
the Battle of Tugela— 


“ i. 4 We walked to the 
field hospitals of the 4th, 5th, 
| and 6th Brigades, situated 
about three miles from Chieve- 
|| ley under the crest of a hillock, 
| about 400 yards outside the 
|| fire zone. . . . Awaiting their 
turn the wounded were lying ~ 
outside in rows which were 
being continually augmented 
by the civilian bearers coming 
in from the field. 


“As each wounded | 
man reached the hospi- | 
tal he was served with | 
a hot cup of Bovril, 
large cans of which | 


were boiling 
the tents.” 


outside 


rr . 
The aboye report will be found 
in the Lancet of Jan. 20, and in 


most of the London daily papers 
of Jan. 19, 


— 


made now have the flounces laid on quite flat ; 


 BOVRIL 
AFTER THE 
BATTLE. 


Jan. 29—is that of Messrs. Dickins and Jones. 
Their stock of orlwoola flannel blouses is very 
large, and the prices are reduced from 10s. to 
8s. 6d. Models and price-lists will be found in 
the illustrated sale catalogue. 


The Illustrations of Fashionable 
Walking Costumes 


| it is my privilege to present this week, are repro- 


duced by permission of the Lady's Pictorial—the 


| models supplied by Messrs. Dickins and Jones, of 


Regent Street, W. In the mantle department, 
among hosts of other good things, you will find 
the velvet coat of Albert’s neat sketch, its 
smartness enhanced by an elaborately beautiful 
embroidery ; sale price, four and a half guineas. 

Next I should like to devote your attention to 
the charming gown drawn by Albert , seeing that 
it is one of the most notable barg: uins of the 
sale, with its gracefully hanging ‘skirt of fine 
cloth—black, grey, navy, or brown—trimmed in 
novel fashion with rows of braid, and with 
material and braid for the bodice, being sold 
for 68s. 6d. <As to the style of the bodice, that 
can be arranged to suit your special taste and 
figure, though I do not think you can do-better 
than follow faithfully the pictured design. You 
may also buy here beautifully cut evening 
capes of white and coloured bengaline silk, 
edged with fur, for 21s. 6d. - Suitable headgear 
is provided to perfection in the millinery depart- 
ment, where I must tell you some of the smartest 
toques of the season, made in finely tucked 
taffetas of the colour of a Parma violet, finely 


| boa round her thin long neck. 


| 


| not round, 


stitched and trimmed with clusters and trails of 
violets.and a knot of turquoise velvet, are sold 
at 23s. 6d. 

A correspondent asks me if I do not think the 
present style of dress very unbecoming to thin 
people. Certainly I do. The tight sleeves and 
undraped bodices make havoc of thin figures, 
and are not becoming to the very stout. 


A Woman with a Perfect Figure— 


and nothing is as rare—-can venture to appear in 
the present severe style ; but stout and thin alike 
require trimming of the fluffy order to disguise 
the unkindness oť nature. It would be well for 
these much-tried women not to follow fashion 
too closely : just to keep her in view, and thus 


To Outwit Her 


as far as possible. But let me emphasise the 
fact that pretty Miss Skinflint and jolly Mrs. 
Adipose-Tissue do not require the same kinds of 
trimming. The latter needs flowing and graceful 
draperies, beneath which a foundation should 
be well fitted. The former can wear.yards of 
soft frilling and flouncing, and a great fat feather 
In the evening a 
very thin girl would be wise to appear in a 
bodice that is filled in with some full trans- 
parent material, and if she must wear a low 


bodice, 
Let it be V-shaped, 


r square, and have the opening of 
the V fille di in with fussy chiffon or lace. There 
must be no hard outlines about her, if she wishes 


A LONDON WALKING COSTUME À LA MODE. 


FEB. 3, 1£00 


to look her best. Her sleeves must also be fussy 
and she must up to a certain point 


Defy Fash'on. 
And, again, if the back of her throat is not round 
and prettily shaped, let nothing induce her to 
screw her hair up high upon her head. Many 
girls are nos blessed with heads upon which the 
hair grows prettily low down at the back. They 


A NEW VELVET COAT FOR 
SPRING. 


must therefore, as I said before, endeavour to 
outwit Nature. by e some of their hair at 
the back. In the morning they must make it 
all fuzzy, and pin it up with 


Small Hair-Pins 


to meet the knot of hair, which must not be 
placed too high on the head. The fullness at the 
nape of the neck gives balance to the features if 
they are thin and angular. No woman with thin 
arms should wear very tight sleeves or mittens in 
the evening. A long gloy e—long enough to be 
rucked on the arm—will be found more bec om = 
ing. Thin materials should not be worn by the 
thin unless they are 


Frilled and Flounced Judiciously, 


and thin girls should rejoice in the fact that 
they can -wear baby bodices and sashes tied 
round their slim waists styles which their 
stouter sisters hanker after in vain. 
The new number of 

The ‘“ Girl’s Realm,” 
price 6d., is full of good things. There is an 
article on "corp ableaux V ivants, and Howto Manage 
Them,” with illustrations, which is full of 
excellent hints; and very suggestive articles 
are those upon * Careers for Girls,” by Miss 
Margaret Bateson. No. IV. isin this number. 
Another article is on 


Hockey for Girls, 
and there are several interesting stories. A paper 
on cane basket-work will be found interesting. 
Women are still working with untiring zeal and 
energy for the war. Lady Randolph Churchill 
and “her hospit: u-ship the Maine, lave arrived 
at Cape Town, and it is sadly possible that we 
shall need an 

Immense Amount] 
of hospital accommodation in the near future, 
as we have reached a sharp crisis in the war. 
Everyone, but more especially every woman, is 


| doing her best to provide necessaries and a few 


helpful luxuries for our brave soldiers. I hope 
that many of my readers saw an account sent 
home by the veteran surgeon, 


Sir William MacCormac, 
of the grand work done by the Royal Army 
Medical Corps on the battle fields. What splendid 
fellows they are, officers and men alike ; and how 
proud England ought to be of them! And I have 


WHERE DOCTORS AGREE. — Tt is universally admitteđ 
that HorLick's Mateo MILK is a scientific, and not a 
speculative production. If you give it to your infant, that 
course will be endorsed by the le: ading physicians anywhere. 
Of all chemists, 1s. 6d., 2s. 6d., and 11s. Send for free 
sample and explanatory matter to HorLick and Co., 
34, Farringdon Road, London, E.C.—{ Apvr. | 
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no doubt that she is. 


suffer, he is indeed a hero. 


To the gifted Devon poetess, Winifred Ethel 
Heard, the thanks of my readers are, I know, 
cheerfully given for many a sweet thought, 
Our fullest sympathies 
are hers in the hour of her grief, which did not, 
however, prevent her from pouring out her soul 


many a charming poem. 


in song— x; 
Cicely’s Dream. 


In the deep, still hush of midnight 
A swect dream came to me, 


While the fair moon cast its radiance 


Over the land and sea. 
An angel stood in the pathway 
That led to the shining shore, 
And in a low yoice murmured: 
“ Mortal, thy trials are o'er.” 


And over the grey sea gleaming 
The moonbeams cast their light, 

And made a silver pathway 
Where stood this vision bright; 


ES” NO MORE READY-MADE CLOTHING! 


BAKER BROTHERS 


(Wholesale Tailors), 

(Dept. B), 6, ELDON STREET, LIVERPOOL 
STREET, LONDON, E.C., 

Make a Single Garment to Measure at Wholesale Prices, 


Saving 50 Per Cent. Middlemen’s Profits. 


WINTER PATTERNS 
NOW READY. 
Notwithstanding the continued ad- 
vance of all Woollen Goods, we are 
enabled, owing to large and early 
purchases, to give OUR USUAL 
VALUR AT OLD PRICES. 


WINTER OVERCOATS, 
20/-, 25/-, 30/-, and 35/- 


to Measure. 


THE CITY CHESTERFIELD, 
27/6 to Measure. 
In Black Vicunas, Cheviots, 
Worsteds, &c., made with 
Silk Facing throughout. A 
Splendid Overcoat for City 
wear. 
BUSINESS SUITS, 21/- 
to Measure. 
In Blueand Black Serges, 
Tweeds, &c. 


SCOTCH & WEST OF ENGLAND 
SUITING, 
27/6, 32/6, and 37/6 


to Measure. 


TROUSERS, 
6/-, 7/6, and 9/6 to Measure. 


ALL PATTERNS FREE. 


Send post-card for our 
NEWEST WINTER 
PA TERNS and self-rmcasurement form, which will 
ensure a perfect fit. 

PLEASE SAY WIIAT IS REQUIRED. 
Carriage Paid on all Goods to any part of the 
United Kingdom. Gentlemen can be measured between 
the hours of 9 and 7. Saturdays 2 o'clock. 


9 GUINEAS-AMERICAN ORGAN 


(List Price, 20 Guineas), 11 Stops, inciuding 2 

Knee Stops and the beautifal Bolo Stops, Vox 

Celeste and Vox Unmana, Two-Octave Couplers, 

handsome high case; in use about four months. ‘en 

years’ warranty; easy terms arranged; packing and 

carringe free, approval ; full ree paid will be allowed 
. 


witbin three years if exchanged for higher-class 
instrument. 
D’ALMAINE AND CO. (Established 115 years), 
91, Finsbury Pavement, E.C. 
Open till 7. Saturdays, 3. 


14 GUINEAS PIANO, 


“ Duchess” Model, sound iron frame. upright grand, 
(List Price, 30 Guineas). Full Compass, Full Trichord, 
Celeste Action, &c.; in handsome carved case, 4 ft. in 
height: in use only six months. Sent on approval, 
carriage free toany part of the United Kingdom. Ten 
years’ warranty; easy terms arranged ; fu l price paid 
will beallowed if exchanged for a higher-class instru- 
ment within three years. 

D'ALMAINE AND CO. (Established 115 years), 


91, Finsbury Pavement, City, 
Open till 7. Saturdays, 3. 


~ DON'T READ THis ! 


JNI.ESS YOU LIKE MUSIC. 
VIOLINS, Outfits complete, from 6/6, 
BANJOS, from VE. 

MARDOLINES, from 7/6, 
Mandolines (Genuine Italian), 
from 15,6, 
` Strings for all Stringed Instrunu nts. 
A single article at wholesale price, 
aud sent carriage paid anywhere in 
the United Kingdom. An casy self- 
instructor sent with each instru- 
ment. 
Send for our Prico List, Frec on 
Application. (S Dept.), 


THE STAINER MANUFACTUR- 
ING COMPANY, LIMITED, 


92, St. Martin’s Lane, London, W.C, 


A CLEAR COMPLEXION. 


t Pimples, Bluck Specks, Freckles, Sunburn, and 
E m — on e Face, Neck, Arms, and 

nds, can be instantly removed by using Mrs. 
JAMES’S HERBAL OINTMENT, Fundo entirely 
from herbs, and warranted harmless. It possesses a 
most delightfulfiagrance, and the lovely clearness it 
imparts to the skiu astonishes everyone. Of most 
Chemists, or a box of it sent (with testimonial and 
directions for use), post free and free from observation 
to any address, on receipt of 15 stamps.—Mrs. Cc” 
JAMES, 268, Caledonian Koad, Barnsbury, London, N. 


AIR DESTROYER. — JAMES'S 


Depilatory instantly and effectually removes 
superfiuons hairs from the Face, Neck, or Arms, with- 
out injury to the skin. No lady should be withont it. 
To be had of most Chemists, or a box of it sent (with 
directions) free from observation, post free, 15 stamps. 
Mrs. U. JAMES, 268, Caledonian Road, London, N. 


UXURIANT HAIR —Long 


Flowing Eyelashes, Eyebrows, Ke., are Quickly 
produced by using JAMES’S HERBAL POMADE, 
t is most invaluable for the production of whiskers, 
beard, and moustachios ; it causes the hair to grow on 
bald places and scanty pertings like magic. Of all 
Chemists, 1s.; or a box of it sent (with directions for 
use), free from observation, post free for 15 stamps.— 
Mrs. C. JAMES, 268, Caledonian Road, London, N. 
2 aa 


DR. MACKENZIE'S 
CATARRH CURE - 


SMELLING BOTTLE 


Cures Nervous Headache,cures Cold in 
the Head, instantly relieves Hay Fever 
and Neuralgia in the Head, is the best 
remedy for Faintness or Dizziness. 

¡y Price OneShilling. Sold by allChemists 
ai) Aud Stores. Refuse Worthiess Imitations. 
Post Free, 15 stamps, from 


NECE PE tek To: 


HAVIN 

PILES "in CURED 
after years’ terrible suffering, I will gladl 

send Cure FREE on rezeipt of ae Pis | 
envelope. — Rev. D. Burcuer, The Elms, 
Cowley Road, Uxbridge. 


It is expected of women 
to be tender to those who suffer, but when a manly 
man is humane and thoughtful for those who 
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And methought this gentle spirit, 
With low, sweet voice and clear, 
Whispered of life unclouded 
By pain, or sin, or care. 


In the deep, still hour of midnight 
My soul had lost its load, 

For the Heavenly vision lighted 
The once dark, toilsome road; 

And I, who had grown weary 
Of all life has to give, 

Grew sorrowful when dear ones 
Pleaded that I might live. 


weak. 


Shredded Whole-Wheat Biscuit 


also may be found useful; it is a whole-wheat 
food that actually takes the place of starch-made 
bread, and is capable of being used at every 
meal, in a great variety of ways. 


is easy of 
dyspeptics. 


I can strongly recommend many of-my corre- 


spondents to write to Guy’s Tonic Company, 
12, Buckingham Palace Road, for their artistic 
booklet, sent free, containing much valuable 
information regarding digestion and so on, 


Guy’s Tonic 


is not put forward as a remedy for “all the ills 
which flesh is heir to,” for no such thing as a 
It is, however, confidently 
recommended for the specific diseases from which 
my friends are suffering, and it is of distinct 


“ cure-all” exists. 


£105 CASH PRIZES 


DANIELS BROS., SEED GROWERS, NORWICH, 


offer One Hundred Guineas for Competition during 
1900, and have selected such subjects as can be easily 
grown by Amateurs, viz., Peas, Broad and Runner 
Beans, Brussels Sprouts, Celery, Potatoes, Parsnips, 
Carrots, Beet, Leeks, Onions, and Tomatoes; Asters, 
African Marigolds. and Stocks. 

Before purchasing Garden Seeds send for Catalogue 
(post free), which gives full informativn as to the 
above Prizes. 

These prizes are in addition to the very large 
number given by us through the numerous Shows. 


DANIELS BROS., «$e... NORWICH, 
2/6 OUR FAITHFUL TIMEKEEPER 2/6 


With a Guarantee to Keep Time for Five Years, wiil 
be sent to any address on receipt of stamps or Postal 
Order value 2s. €d., and 3 stamps extra for postage.— 
Address THE SWISS WATCH MANUFACTURERS 
(Dept. 74), 93, HOPE STKEET, GLASGOW. 


MUSICAL INSTRUMENTS 


| MONTHLY 
PAYMENTS, 


| We guarantee our 

Melodeons to be 
genuineand superior 
to all others. Un- 
|| paralleled success 
|| throughout the 
| world. 
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Send Is. postal order for Four Special Accribelle 
Violin E Strings. Send 1s. postal order for our 
Special Mouth Organ. Write for Catalogue. 


GEO. BOSSé CO., Blackburn England. 


RA E S Rainey’s Toothache Pills act like 
Y magic in permanently driving 
away Neuralgia, Toothache, Tic Doloreux, They 
never fail to relieve immediately. They act directly 


on the nervous system, warming and stimulatin 


o os TOOTHACH E 
urely y 


effecting a permanent cure, egotable, per- 
fectly harmless, and may be taken by the most 
delicate female. Sold by all Chemists at 1/13 per 
box, or sent post free by thu Proprietor— 
J. JARVIS RAINEY, Chemist, 

SPILSBY. CURE 


TER 
Y 240 OR DONA GF 


DISUSED Ja 


or offers made and teeth 
held over until accepted. 
(Zstd. 1833.) 


e R. D. & J. B. FRASER, 


ES Prinses St., IPSWICH, ENGLAND. 
i Bankers’ References . . . : 
Messrs. BACON & Co., IPSWICH. T 


DR. RIDGE’S 


PATENT COOKED 
Foods for Infants 


and Invalids. F 0 0 D, 


CHAMPION CYCLES 


Supplied to Rider at Wholesale Trade Prices 
direct from Works, 


Gent's from Highest Grade. 
25 5 0|12Months Guarantee. 
fitted with Dunlop Welch and Clincher Tyres, &c. 
Write for Wholesale Illustrated Catalogue, Post Free. 
CHAMPION CYCLE CO., Moorhead Works, SheMeld. 
Pleare name Paper. 


PIANO LEARNT IN A WEEK. 


Excels all other 


Lady's from 
£5 50 


Ritchie’s Musical Indicator 
enables anyoue entirely ignorant 
of Music to play the Piano, Organ, 
or Harmonium beautifully by ear, 
and to vamp to Songs in all keys in 
one week. 104,000 sold, and every 
customerdelighted. Postfrec1/8. 


MUSICAL SUPPLY CO, 
(C Dert.), 
G, WOOD STREKT, LIVERPOOL. 


KALOCULINE. 


A SURE CURE FOR SORE, WEAK, OR 
INFLAMED EYES and EYELIDS, and FALL- 
ING EYELASHES. Prepared from. the -Pre- 
scription of a Scotch Physician. 
A former matron of St. Bartholomew’s Hospital 
writes that in every case she has used it great 
success has tollowed, PUST FREE, 1s. 3d. 


E. DONALDSON, 
No. 4, DUKE STREET, CHARING CROSS, W.C. 


KEARSLEY'S ovecars REPUTATION 


Dentist : 


folly to be wives.”” 


the Army.” Mrs. 


very sick. 


RURY LANE THEATRE ROYAL. 
Managing Director, Arthur Collins. TWICE 
DAILY, at 1.30 and 7.30, the Children’s Pantomime, 
“JACK AND THE BEANSTALK.” Written and 
Invented by Arthur Sturgess and Arthur Collins. 
Music by J. M. Glover, Dan Leno, Herbert Campbell, 
Nellie Stewart, Johnnie Danvers, Mabel Nelson, Mollie 
Lowell, Rita Presano, Grigolati Troupe, and powerful 
Company. Box Office now open. 


DRINCE OF WALES’ THEATRE. 


(Sole Lessee, Mr. J. H. Leigh. Under the 
Management of Mr. Martin Harvey.) EV ERY EVEN- 
ING. EIGHT: SATURDAYS. TWO. COMMEMORA- 
TION NIGHT, FEB. 6—THE ONLY WAY : a Tale of 
Two Cities. Sydney Carton—Mr. Martin Harvey. Box 
Office (Mr. Hurst) 10 to 10, Telephone, 3700 Gerrard. 


THE LONDON HIPPODROME. 


CRANBOURN STREET, LEICESTER SQ., W.C 
Managing-Director, MR. H. LE. MOSS. 
TWICE DAILY, at 2 and 7.45 p.m 
A New and Original Musical Extravaganza, 
entitled 
“GIDDY OSTEND; or, THE ABSENT-MINDED 
MILLIONAIRE.” 

By H Chance Newton. 
‘Music specially composed by Mr. G. Jacobi, 
Entire production by Frank Parker, 
Enormous company, including 
LITTLE TICH. _ ne 
Grand Aquatic Carnivals, Equestrian Displays, Aérial 
and Aerobatic Performances, and the Best Programme 
of Speciality Turns ever presented. 
TWICE DAILY, at 2 and 7.45 p.m. 
Box Office (Mr. E. Brown) open Ten a.m. to Ten p.m. 
Prices from 1/- to £4 4s. 


6 CABINET PORTRAITS, 3/-; 


12for 5.6. 6 Carte de Visttes, 1/6; 12 for 2/6. 100 Stamp 
size, 3/6; 24 for 1/6. Sin. Portrait,3/-. In Platinotype, 
5/-. Permanent Enlargement s. Send Carte or Cabi:.et 
with Postal Order to FRANCIS and CO., 29, Ludgate 
Hill, London. Est. 1886. 


A PICTURE POST CARDS, 


New Series, wonderfully clever 
and amusing, printed 1u 10 
colours. List and Saraple Packet, 1s. post free. 
THOMPSON, 208, BROCKLKY ROAD, S.F. 


ARE YOU iNTERESTED IN BIRDS? 


If you require Canaries, Parrots, Bird-Room 
Requisites, Suitable Books on the Manage- 
ment of all Pet Stock, send for my 

Descriptive Catalogue and Amateurs’ 
Guide (over 150 Illustrations), with par- 
ticulars of my Easy Payment System and 
Bird Club, free two stamps. 

Bird Lime, best in the World; finest 
article procurable for catching rats, 
mice, beetles, 4c. ; 2/4 1b., free. 
Sample Box, 4d is: 
W. RUDD, Bird Specialist, 

Park Lane, Norwich. 


EMIGRATION TO CANADA. 


FREE FARMS OFFERED IN CANADA. 
Free Grants of 160 acres of Land in Manitoba and the 
North-West. Crown Grants in the other Provinces. 
Improved Farms at reasonable prices. No Rent. 
a Taxes. Free Schools. Good Markets. Splendid 
Climate. Sunny Skies. Canada exports large quantitics 
of Farm and Dairy Produce and Fruit ; and products 
of the Fisheries, Mines, Forests; and Manufactures. 
Classes wanted :—Capitalists, persons with moderate 
incomes, Farmers, Farm Labourers, young men 
desiring to learn farming, and Domestic Servants. 
Pamphlets, Maps, reliable information and advice 
on all matters of interest to intending settlers, and as 
to the trade and commerce of the Dominion, may be 
obtained gratis and post free on application to the 
High Commissioner for Canada. 17, Victoria Street, 
London, S.W., also from the Allan. Dominion, and 
Elder Dempster Steamship Co.'s, or tneir local Agents, 
and the Canadian Pacific Railway Cor ‘pany. | 
Correspondence and personal interviews invited. 


COSTS BUT\ 


/ This sum has been spent in 
asking through hundreds of 
| papers—,, GE 


Why everyone will be 
reading the MORNING 
LEADER on MONDAY, 
5 Feb.?, 


WHY WILL THEY? 


Order Tar Mornine LEADER 


for Monday, 5 Feb., and see. 


WIDOW WELCHS 


FEMALE PILLS. 


Cure all obstructions, irregularities, anemia, and all 
femalecomplaints. They contain noirritant,and have 
approval of the Medical Profession. Beware of imi- 
tations. Boxes ls. 14d. and 2s. 9d, of all Chemists. 
The 2s. 9d. Box contains three times the number of 
pills, (Note White Wrapper.) 5 yG 


‘ i f | 
service when, without any specific ailment, the 
system is ‘‘low’’ and the general health a little 


digestion, and a favourite with 


“Will you take gas?” 
Oldry: “How will it go with whisky? ” 

A Girl of Uncertain Age is reported to 
have said that “Where singleness is bliss, ’tis 


Wise: ‘They ’ll never get women to join 
not?” Wise: ‘‘ The uniforms are all alike.”” 


His Mother: “You see, your grandpa is 
Say something to him.” 


21s. 
Monthly. 


Shredded wheat 


MARGUERITE. 
day.” 
Colonel 


making. 


Wise: ‘‘ Indeed. And why 


effective. 


The son : | cured.” 


EPPS'S 


GRATEFUL—COMFORTING 


COCOA 


BIRKBECK BANK. 


Southampton Buildings,Chancery Lane. 
TWO AND A HALF PER CENT. INTEREST 
allowed on Deposits, repayableon demand. 
TWO PER CENT. on minimum Monthly Balanceot 
Current Accounts when not drawn below £100. 
STOCKS8and SHARES purchased and sold. 
The BIRKBECK ALMANACK, with particulars, 
onapylication. Francis RaveENnsorort, Manager. 


oF 


ER S $ ¡TO 
In Case complete, 6d. extra. 
MASTERS’ SUPERB MIZPAH BROOCH- 


‘The most popular Brooch ever designed, 
Sent Post Free to any address, A SPLENDID GIFT 


CATALOGUE, 1328 Llustrations, POST FREE, 


J, N. MASTERS cv, sxvtitens, 


RYE, Sussex, 


PIANO PLAYING && 


ARTHUR’S “HARMONIC 
INDICATOR”! 1 

This Wonderful Invention enables 
anyone, ignorant of music, to 
VAMP brilliantly to Songs, 
Waltzes, &c., in any key. No 
figures nor netes to learn! You 
ay at once. Fits any Piano or 
rgan. Everyone delighted ! 
Wi Post paid. 1s. Td.— A. E. 
ra ARTHUR, No 7, Harrington St. 
REG. TRADE MARE. London, N.W. 


SEND YOUR OLD SPECS 


-a-Crown and we will send you with your 
an a splendid pair of PEBBLE SPECTACLES, 
or FOLD ERS, 3s. ; cool, clear, and refreshing. Finest 
quality made, 45. Folders, 5s. Why pay double ? 


LANGDON DAVIES € C0., Opticians, 
121-5, BRISTOL STREET, BIRMINGHAM. 


Juno Free Wheel Mthly 
£12 12s.° Wal 8. 8. 
10 0 168 


yo 


NN 


“ Gentlemen,” 
performing 
that our mode of treatment was thoroughly 
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“ Grandpa, would you like to have soldiers at 
your funeral? ”’ 

Willie: ‘I know sister would be glad to go 
skating with you.” 
you think so? 
all the winter to have you break the ice.” 

Boarder: “Mrs. Skinem, I am glad to see 
that the butter is convalescing.’’ ** Convalescing! 
What do you mean?” inquired the landlady. 
& Because I notice that it grows stronger every 


Ringway: “ What makes 


” “She says she has been dying 


Mistress: “ Mary, you don’t mean to tell me 
you are making bread without first having 
washed your hands ?’’ 
don’t matter a bit; it’s only brown bread I’m 


9 


Mary: ‘ Lor’, Mun, it 


after 
“you see 


said a physician, 
a difficult operation, 


The patient is dead, but he died 


OH! CHARLIE! 
SEND FOR THE SHOP: 


Or, in other words, send for our splendid New 
Catalogue. It isa Shop by your fireside. 


2d. inthe Shilling CASH DISCOUNT. 


THIS WATCH 


fitted in a dainty Leather 
Case, Sterling Silver, Key- 
less, handsomely Engraved. 
Jewelled and Warranted 
Two Years, will be sent to 
you for 18/-, less 2d. in the 
1/- Cash Discount, making it 


Only 15/- 


Endless Variety of Watches 

for Gents, Ladies, Youths, 

all Prices, all Qualities, in 
our 


GRAND NEW BOOK, 
2000 Aa, Sent 
Pree. 


THIS RINC. 


15-ct. Gold, One Diamond | 9-ct. Gold, Hall-marked, 
Two Rubies in Dainty | Splendid Knot Ring in 
Case 34/-; or 28/4 net cash. | Dainty por Ad » or 6/6 


SEND FOR THE CATALOGUE. 


It contains Hundreds of Articles suitable for Presents 
or Domestic Use. 


WATCHES, JEWELLERY, CUTLERY, ELECTRO-PLATE 
LEATHER GOODS, MUSICAL INSTRUMENTS, &c. 


C. LANGDON DAVIES & CO., 
121 to 125, BRISTOL STREET, BIRMINGHAM. 


DR. J. COLLIS BROWNE'S 
weed CHLORODYNE. 


CAUTION:— 


GENUINE CHLORODYNE. 


¿Each Bottle of this well-known 
' Remedy for 


COUGHS, COLDS, ASTHMA, BRON- 
CHITIS, NEURALGIA, TOOTHACHE, 
SPASMS, <c., bears on the 
Government stamp the name of 
the Inventor, 


DR. J. COLLIS BROWNE, 


MUSICAL INSTRUMENTS, 


1515 263 
wee for fee 2 STRING 
ew m S) J 
8 s| == 
mint E oop. wit 
y ) Juno -WIND 
ny Uyclesand i 
TE Accessories, MUSICAL BOXES, 
ACHINI MAPAS, A POLYPHONS, 


EVERY YOUNG MAN 
can positively and speedily grow a Heavy» 
Handsome Moustache by a few applications 
of POMMADE DON COSSACK, the new 
Hair-forcin Specific, Success guaranteed. 
Testimonials aily. Postfrec, 1.-, 2/6, 4/6 
V. DE CASTRO & CO.,16 Tudor St., London. 


QUTOUM 


NCED S00-TO0 


A Delicious Caram 


> el Sweet ; 
2. and Delicate. Absolutely Pure. ar 
t all C tioners, &c., 1d., 
Wholesale, canto de Co., Ld., London 


6 Ladies say these ‘Towels are 
Ki < superior to all other makes for 
cleanliness, comfort, and economy. 


ex SANITARY -e 


May be obtained from all Underclothing Houses 
and Chemists, or 2 doz. No. J, 1/-; 1 doz. Ko. 2, Y»; 
1 doz. No. 3, 1/6; post free. A Free Sample of 
No. 1 sent post free to any lady naming this paper. 


| 55, PY a Rag reir ra ¿E.O, TOWEL H DIES. 


NO LANCING OR CUTTING 


If BURGESS LION OINTMENT is used. It cures 
Ulcers, Abscesses, Tumours, Wo! nd: of all kinds. 
Thousands of Marvellous Testin: ni:ls. 30 Years in 
use. Of all Chemists, 1s: 14d. per vox; or post free 
from E. BURGESS, 59, GRAY’S INN ROAD, W.C. 


RAY'S Patent Macinnes 
cure all Ugly Noses. Parii- 
culars for stamp. Medically 
approved, Red Nose Cure, 
30 Pamphlet, 1/-. Ont- 


standing Ear Machines, 11/6.—LEE RAY Specialist, 
»P.1.P. Dept., South Castle Street, Liverpool. 


A A d y pu: E Py 
ne rrr A i nn nn ne en 
way = Ss es =F i 


ACCORDIONS, &c. 


Exceptional Value. 


PER 
æ 
4/ MONTH 
Or for Cash. 
GRAMOPHOKES. 


Carriage Paid. 
Catalogue sent Fres. 


DOUGLAS X C0., 
7, South Street, 
LONDON, E.C. 


Near Moorgate Station 
NO MORE 


BROKEN VIOLIN STRINGS 


The New JOACHIM VIOLIN 
STRINGS are guaranteed to last 
for years, and you seldom require 
tuning. Every Violinist should 
try them. Post free 1/9 peo set. 


THE MUSICAL SUPPLY CO, 
(C Dept.), 6, Wood St., Liverpool, 
** Violin Made Easy,” t free, 7d. 
“ Etude de Velocite enabling. 
Students to play the most Rapid 
Passages, post free, 1/6 


POST FREE, THREE STAMPS. 
TREATISE on the Cure of Nervous 


and Physica] Exhaustion in Men, l.ossof Vital 
Power, andits accompanying diseases: their success- 
ful Cure by an entirely Original and Eflectivesystem 
of Treatment.— JAMES MURRAY, 7, Southampton 
Row, London, W.C. 


Sixty Years’ | For 


Success. | Indigestion, 
Headache, 


Biliousness, 


Constipation. 


— 


| or 32Stamps, Invaluable 
8, CRANK COURT, for Ladies. 
FLEET ST., LONDON,K.C. at 
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MAKES THE SKIN g 9 eere 
SOFT AS sit ROUGHNESS 
wT, A NL) sr 


IRRITATION, 
TAN, erc., AND 


KEEPS THE SKIN 


SOFT, SMOOTH, & WHITE 
AT ALL SEASONS. 


Sole Makers: M. BEETHAM & SON, CHELTENHAM. 


to send at once for design showing exact size of W. J. 
HARRIS & C€O.’S unrivalled DEFIANCK LOCKSTITCH ONLY 


SKWIMG MACHINE, works by hand or treadle. FOUR 
YEARS’ WARRANTY WITH EACH MACHINE. 
Guaranteed cheapest. most perfect, and easiest to learn in 
the market. Equal toany sold by other makers at 5 guineas. 
Over 100,000 in daily use. Praised by everyone. 
Especially adapted for Dressmaking, Light Tailoring, and == 
all kinds o? Family Sewing, and so simple as to require no 
i istructions beyond the Guide Book, which is given, and all 


accessories, with each machine. Sent to any part of the 
Country on easy terms, 58, per month. 


FuLL PARTICULARS Post Free. COMPLETE. 
W.J. HARRIS & CO., Ltd. 


Chief Office: 51, Rye Lane, Peckham ; 219, Old Kent Rd., S.E.; 
391, Mare St., Hackney ; 69, Newington Causeway, S.E.; 
57, Wood : 323, Edgware Rd., W.; 62, Powis St., Woolwich ; 
grange Rd., Forest Gate; 66, London St., Greenwich: 563, Green Lanes, 
+ Harringay ; and 17, George St., Croydon. 


Bottles, geg? 


Sd. 
and Is, 


See ee 


[The most expensive rubber 
made is employed in 


; REVENT F D GENUINE Dunlop air- 
tubes. | 


of CHEAP GERMAN air-tubes fitted to genuine outer 


covers of 


ing Tr ; 7: 
g Trade Mark of air-tube. Doubtful tyres reported on at any of 
our depots. No charge. 


“er ST., COVENTRY ; 14, REGENT ST., S.W.; 160 TO 166, CLERKENWELL ROAD, LONDON, E.C. 


ae Direct from the Manufacturer to the Wearer. 
ngle. Garments made to measure at WHOLESALE PRICES. 


WE SAVE YOU 50 Per Cenr. 


PERFECT FIT AND FINISH GUARANTEED. 


T ; 
he Stamp shows clearly on all the clothing that we turn out, 
of Style All the latest designs for the coming season. 


NEWEST WINTER PATTERNS NOW READY. 


Some of our Special Lines are— 


o - 
VERCOATS for Winter Wear. 21s., 30s., 
k S., 50s. To Measure. In Meltons, Beavers, 
i ‘heviots, &c., in all Colours. 
USINESS SUITS in all the Newest Designs. 
me 2s. 6d. To measure. 
ORNING COAT and VEST, in Puis 
slastice Black Diagonals, Vicunas, and Serges. 
= 22s. 6d. To Measure. 
rr hes BLUE SERGE SUITS, acknow- 
ledged to be the Cheapest in the World. 21s. 
To Measure. 


TROUSERS, 5s. 6d., 8s. 6d., and 10s. 6d. 
Po Measure. Honestly Worth Double. 


Y a 
SE 172 EF) ow CHOICE SELECTION of 
tity UN T F R E E, PATTERNS, the largest quan- 
required oa sent ont by any firm in England (say what is 
red), and our easy measurement form, Carriage aid 1 
parts of the United Kingdom. PS 


CAREFULLY NOTE NAME AND ADDRESS— 


W 0 0 L F B R 0 T = E B S The World -famed Wholesale 
, London Tailors, 


Please : A 
See ir Par 41, BARBICAN, E.C 
> . - 


Splendid Amusement for Winter Evenings. 


THE NEW MULTIPHONE 


ul} A| The most wonderful Musical Instrument 


ever invented. It is practically a Violin, 
Violoncello, Guitar. Banjo, Mandoline, Zither, 
and Harp all combined, for it can be easily 
played by anyone so as to exactly imitate auy 
of these delightful instruments. It sounds 
splendid with pianoforte accompaniment, and 
when several are played together has the same 
effect as a string E ens trio, or quartet, 

Besides being a most charming Musical 
Instrument the MULTIPHONE also 
imitates cows, hens, chickens, the neighing of 
a horse, the braying of a donkey, the barking 
and howling of dogs, the screeching of the owl, 
and all the various noises of the farmyard, &c., 
&c. It also produces a thousand other weird 
and marvellous eftecis, und can be made to give 
forth a sound only equalled by the delightful 
and soul-inspiring warbling of” > 


10,000 CATS. 


NOTICE. —The MULTIPHONE is 
: a a heed qu toy but a genuine, well-made 
either for Sacred, Secular, Classi : Monochord Musical Instrument. It is e lly 
to ata £ , Secular, Classical, Operatic, or 08 jo. 4 7 : des ao 
arp makes a lovely accompaniment to the iim ee dde A 


“ull directi 
4 directions for all the above are given gratis with each instrument. 


N.B.—T) 
fi ~The MULTIPH is so si > t h i ; 
€w hours, without IPHON] Peles y n anyone can thoroughly master it in a 


Erice E 
Postal Ore FOUR SHILLINGS. Will be sent per Parcel Post to any address on receipt of 


ler. Foreign and colonial postage, 1/6 ex 
Sp i ge, extra. 
- pa NOTICE.—The MULTIPHONE cannot be purchased at any 
pe cl oye be obtained per Parcel Post direct from the 
i. SUPPLY CO. (A Dept, 6, WOOD STREET, LIVERPOOL. 


Order at Once to prevent Disappontment. The finest Present in the World. 


beantiti 
or H 


sho 


| 
| A Rich-Toned Piano of Elegant Desigu. 


‘ATLAS’ LOCK-STITCH SEWING 


CRANE'S New ‘Handel’ Model. 
MACHINE. E es "The bost ana 39). 


@ cheapest for every use. Works by hand or treadle. 
Four years’ guarantee. Toensure satisfaction we 
willsend Machine on receipt of 5s. P.O, for ONE 
MONTIS TRIAL, and if desired balancecan bepaidis. MONTHLY. 


Call or write for Designs and Samples of Work. 
THE ‘ATLAS’ MACHINE COMPANY, 
182, HIGH STREET, CAMDEN TOWN, LONDON; 
a 63, Seven Sisters Road, N.; and 14, High Road, Kilburn, N.W, 
HAND ORGANS FROM 20- 
Made in three sizes, in elegant black and gold case. Sweet and full ton‘, 
Six indestructible metal tunes supplied with each instrument. So simpu 


a child can play all songs. hymns, or dance music withease. Organ sent 
on receipt of 5s. P.O., if desired. Write for terms to pay. 


Ss. MONTHLY. Send for Prices and List of Tunes. Please mention P.1.P. 


ATLAS CO., 182 P, High Street, Camden Town, London ; 
63, Seven Sisters Road: 14, High Road, Kilburn. 


BREAD | 


is a perfected digestive Bread with a 
pleasant taste. Most Family Bakers 


AA 


HOVIS 


Yn order to introduce this Model, CRANE’S 

will sell the first hundred at the exceptionally 

low price of £19 15s. each, carriage free. 

Photos, &c., free to all who name Penny 
Illustrated Paper. 


THE CRANE patent CONCERTINA, 


A Swect-Toned Instrument of great Musical Capacity, | 


supply it, or addresses of Agents will be 
sent if required by HOVIS, LTD., 
Macclesfield. 


DUTCH DALY, the celebrated Soloist, writes— 
“ Empire Theatre. 
“ I consider your New Patent Concertina has the most 


simple method of fingering I have ever seen. Anyone 10 AB 
— 2 15/-For ROOKS, PIGEONS, RABBITS 


can easily fmaster it. I hope to introduce it in my 
Breech-loading Shot-Guns converted from Government 


entertainment in the near future.” - 
»single- Barrel Hammerless, 


hoto. d Price Lists post free to any reader F : 4 4 
Photos and Pi ge sl ages $ gany reader oy $ Rifles, and fitted to take the ordinary No. 12 Ventral Fire shot-cartridges; specially bored by an 
y improved processtor ong distance shooting, 15s, each. Best quality, with self-ejecting action and pistol grip- 

CRANE & SONS Ltd stock, 208. cia an 6s. 100. Double Barrel Breech-loaders, from 29s. Air-Guns, 12s. 6d. Walking Stick Guns, 

, E 12s. 64. Revolvers from 4s. Send 3 stamps for Price List. MIDLAND GUN CO., BATH ST., BIRMINGHAM, 


Chief Offices—LIVERPOOL. - 


nee er ii" 
_ London Showrooms :—149, OXFORD ST. WORN 
WATCH and CHAIN FREE WHAT IS BEING 8 


For One Day's Work IN TOWN JUST NOW? 
Nothing more fashionable than a high-class Fancy Vest. 


We send this Nickel-plated Watch, also a Chain 
ii n a A FANCY VEST FREE OF CHARGE 
from this day until Feb. 19, 1900. 


WE WILL PRESENT, free of any extra charge whatever, a high-class 
m Fancy Vestin the newest shades, in Fancy Spots 
and Check Tattersalls, Spotted C ds, 
Cashmeres, &c., to every purchaser of 
one of our Famous West-End Suits at 
27/6, 82/6 to measure, or higher price, 
in all the new cloths, including the 
highly fashionable Scotch Tweeds, 
Serges, Vicunas, Cashmeres, &c., or 
one of our West-End Overcoats at 
25/-, 30/-, or higher price to measure. 
We guarantee these Tests to be equal 
to any 10/6 Vest, and our Suits and 
Overcoats are pronounced by many 
of our customers to be equal in value 
to those charged double fı r al many 
houses. Should any ot our customers 
be dissatisfied with their goods ‘an 
unlikely contingency) we guarant-e 
to refund the money. Pulterns 
(together with self-measurement 
forms) of Vests, Overcoats, and 
Suitings, post free to any address. 
Our Patterns need not be returned. 
lt is to be distinctly understood that 
the Faney Vest is a Gift Absolutely, 
and intended as an advertisement for 
our West-End clothing. 


for selling 14 dozen pack- 
ages of BLUINE at 5d. 
each. Send your full address, 
including name of County, 
by return post, and we will 
forward the Bluine, post paid, 
and a large Premium List. 
NO MONEY REQUIRED. 
We send the Bluine at our own 
risk, send us the money that you 
get forit, and we sund you the Watch, 

Chain and Charm post paid. WE TRUST YOU. 


BLUINE Manfg. Co., Dept. B 9, 
241, Gipsy Road, West Norwood, London», 


FOR PLEASURE AND PROFIT | 


RUTT 


Nothing — and | at $ — 
easy to grow. . 
80 Acres iZ Saleable Trees. | ‘ P ATTERNS POST FREE. 


E 
15 E D S 1D, C- THOMPSON BROS., Tailors, Ltd., AMER. STs trme 
And at 30, ALDERSGATE ST.. E.C. 
THE BEST PROCURABLE. | E A DE’ S P ILLS] To Asth ma Sufferers 


Lists Free. 
Immediate relief in all cases of 


CURE GOUT. IRA Asthma, Bronchitis, Croup. and 
i “The first two pills took the pain | YAWN 
away. ”—Jas. PETTENGALL, 2, College i; \\ 
Park Villas, Kensal Green, W. OPI 


Whooping Cough is gained by the 
HUNDREDS of THOUSANDS | EADE’SGOUT&RHEUMATICPILLS 


use of 

Potter’s Datura 

pal hh SS SS 
Asthma Cure. 

Bushes in variety. Packing and | CURE RHEUMATISM. 

Carriage free for Cash with order. “I would not be without them if 


Sold by all Chemists and 
Herbalists in Tins at Is. 


$/= per doz., 6 0/- per 100. they cost £1 a bottle." —A. MOUNTAIN, each. Free Sample sent 
All other Nursery Stock 16, Burton Crescent, Dewsbury, Leeds, on receipt of Post-Card to 
Ms 5 : PotterK Clarke, Wholesale 


aM carriage forward. uggists, London, E 
€ POTS | EADE'S GOUT. PILLS Druggists, London, E. 
q A From 15/- 2 doz. CURE, RHEUMATIC GOUT. 
‘ill rnamental Trees, » “The second bottle made me all | AN 

y A Superb Collection e, | right, nor has the pain since re- 

j Four Acres of Glass, turned.” —A. Cnapwick, West Street, 


y rama eou mom ~ pr Firgove, Rochdale. 
LB. .—S7 » Plants are sota a 
Belo Plant | EADE'S GOUT &RHEUMATIC PILLS BAD LEG 


CENERAL CATAL OCUE . The safest and most effectual CURE for 

j , P Nursery Stoc: F 1 ma + De 4 . 4 
(Over 160 pages) a. containing LU MBAGO, Pains in the Head, Face, and | with wounds that discharge or otherwise, perhaps 
j pac pa A 1 nustrations, Limbs, requiring neither confinement nor | surrounded with inflammation and swollen, that 
A», and full of valuable information, alteration of diet, and in no case can their pS you press youl agar on do part it 
‘ \ le ate ini i S eaves an impression. so, under e Skin you have 
| É à IAA free on receipt of 3d. o y effects be A poison that defies all the remedies you have tried, 
o Please mention this Paper. Sold by all Chemists, in Bottles, 1s. 13d. and | from which, if not extracted, you never can recover, 
but go on suffering, till death releases you. Perhaps 

g g 


D SMITH 802 WORCESTER 2s. 9d.; or sent post free by the Proprietor on your knees are swollen, the joints being ulcerated ; the 


5 i Ste » Pp Y P A 5 A 
receipt of Stamps or Postal Order. same with the ankles, round which the skin may be 


pA RARARRARARARARRRAP ID IPL LL Ooo 
a 2 995 liscoloured, or there y be wounds; the lisease, 
A TRE ATISE FOR L ADIES GEORGE EADE, 232, Goswell Road, London. | “tc donred. or Ske wili deprive yon of the power to 
A 


zalk. Yo ay have attended various hospit Is and 
WRITTEN BY A LADY. E A D E’S a | L E: S had medical advice and been told your caseis hopeless, 
EVERY ENGLISH WIFE should send at a or advised to submit to amputation; but do not, for 
¿Y D CAN D i 6 sh £ a ane 
once for my Copyright Treatise, entitled, I CAN CURE YOU. 
“HEALTHY, WEALTHY, and WISE,” which , I DON'T SAY PERHAPS, 
gives invaluable advice and RELIABLE IN- z BUT I WILL 


FORMATION on matters appertaining to the Pe 

welfare of the sex. Per Post, secure from pa 3 i Because others have failed is no reason for not being 

observation, Two stamps. y Po nS pega gona in Me me OCUS Send at once a postal order for 2s. 6d. to 
most perfect and complete yet invented, anc pr ; 

M.A. DUMA S, 217, G raham Road, London, N. E. greatly adds to comfort and safety during and mie dy rien ponte e ce 
E ry Ac > i 7 2 r 1 you will receive a Box of GRASSHOPPER OINTMENT 
after Accouchement. Highly recommended by ang k a stich is a certain remedy for the cure of 


many doctors. Price 15s., 205., and 25s. Full and Legs, Housemaid's Knee, Sicerated Jointe: 
q illustrated particulars, with valuable treatise, | Registered copyright. 
O” Balsamic 


sent free. Complete outfits sent on approval 


and cash returned if not approved of. 
The BEST REMEDY for 


A lady writes—“ Your outfit gave me great y y UARANTEED CURE FOR 
comfort, and is money well spent, as it can be / O X INFLUENZA. —Zoxis the 
liscovery of a Chemist 
DISEASES OF THE LUNGS, 
ASTHMA, BRONCHIAL 


used many times.” Address The Manageress, ho FB mi 
vho found it of marked 
A. VIMULE & cCoO., nefit for Influenza 
CATARRH, COUGHS & COLDS. 
Most Efficacious Tréatment of 


ML ane Se (1 re S mtients. Free fromibju- 
$ $ s ¡ed by Dr. A.B. Griffiths, 

RUPTURE. 
TUBERCULAR CONSUMPTION Add MAGNETIC ELASTIC TRUSS i 1 will willingl 1 particulars free to any 
O atent Medici 7 rs 1. 2/9, ress; MAG) ) ELASTIC JSS | anc will willingly send particulars free to of 
f all Patent Medicine Vendors, 1/13 4/ co,, 10, CITY ROAD, LONDON, E.C. | sufterer enclosing a, a T. L FELL, 195, 


ious substance, as certl- 
W R.S. 1s. box of Zox 
y k D Powdersand 1/1} bottie of 
Use no more IRON | | 5 Zox Tonic is Guaranteed 
HOOPS or STEEL Ə to cure ordinary cases ot 
11/-, and 22/- i » 3 
A PP PP (late of Brixton Road.) EN” Please name this Paper. | Oxford Street, London, 


SPRINGS. Rupture Influenza. of Chemist’, 
retained with ras and VA UU., 11, Hatton Garden, London 


` comfort, ATA A 
SANDS radically Cured 
FET by DR. PIERCE'S GREAT O STOU "T" 
AMERICAN INV T O È 
by chance I came across a simple 


TION.—Call and examine, or send | I was fur years; 
2d. in stamps for * Booklet No. 1."— home remedy that reduced me from 17 st.to 10st. 12 Ib., 


ui post tree Irom Z 
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“* Teli me what you LIKE, and T'U tell you what you ARE.’—Resxry. 


TEACH DISCIPLINE, SELF-DENIAL ; make ITS PRACTICE PLEASURE- 
ABLE, and you CREATE for the World A DESTINY more SUBLIME than EVER 
ISSUED from the brain of the WILDEST DREAMER. A SUNNY HOLIDAY— 
WISDOM, HEALTH, LONGEVITY, and PROSPERITY. WITHOUT THESE you 
have the GREATEST of ALL EVILS that can befall man, AN EARLY EXIT, which, 
like the brittle glass that measures time, is often broke ere half its sands are run, 


THE TRANSVAAL!! 


PROSPECTING FOR GOLD IN FEVER-STRICKEN PARTS OF AFRICA, 
LACK OF SANITATION IN JOHANNESBURG. 


Lydenburg Camp, near Johannesburg, Transvaal. 
I feel as in uaty bound to write and compliment yon upon the WONDERFUL EFFECTS of ENO'S ‘FRUIT 
SALT’ in CLEARING the BODY of ALL FOUL SECRETIONS. I may add that for the last twelve years I 


have never been without it. J 
there DAILY of FEVER, YET I ESCAPED, and I feel sure that it was owing to my KEEPING MY BLOCD 


= 
3 COOL and my stomach in order by the USE of ENO'S ‘FRUIT SALT? I came to this country eight years 
ie ago, and have lived in my capacity of GOLD PROSPECTOR in some of the MOST FEVER-STRICKEN parts of 
| AFRICA. Just after the Jameson Raid, I and five companions volunteered for service in Matabeleland. I, of course, 
$ took a good supply of ENO'S ‘FRUIT SALT’ with me. I may say that of my five friends, with the exception 
ie of one who was killed, the REST were ALL DOWN with FEVER whilst in the FLY COUNTRY. - Never in 
E my life have I felt better, although FEVER is VERY PREVALENT in JOHANNESBURG owing to LACK of 
Se SANITATION or any system of drainage. You are at liberty to. make whatever use you wish of this letter or 
des a : 2 of my name.—Yours faithfully, ‘TRUTH.’ 
Z THERE IS NO DOUBT THAT heed ENO’S ‘FRUIT SALT’ has been taken in the earliest stages of a disease, it has, in innumerable instances, 
PREVENTED a SERIOUS ILLNESS. Its effect upon any DISORDERED, SLEEPLESS, or FEVERISH condition is SIMPLY MARVELLOUS. 
; It is, in fact, NATURE'S OWN REMEDY, and an UNSURPASSED ONE. 
' & CAUTION.—Examine each Bottle, and see that the ere is marked ENO’S ‘FRUIT SALT.’ Without it you have been imposed on by a worthiess imitation, 
-$ PREPARED ONLY BY J. C. ENO, LTD., “FRUIT SALT” WORKS, LONDON, S.E., By J. C. ENO’S PATENT, 
- E 
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< HINTS FOR VOLUNT EERS Do 
© > 
$ ES Taken from the ** People’s Journal,” Jan. 20, 1900. EA 44 
A A == “ Don’t drink too much water on the ficid, as it brings on dysentery, &c. I found that by keep- =e ©: 
D “Ef ing or sucking a date-seed in my mouth it prevented thirst a great deal. 1 may state that my general P E» 
B health was excellent all through the Soudan campaign. I put this down to the fact that I had provided ‘a 
LES myself with Beecham’s Pills, which I took regularly. I would strongly advise all the Volunteers to do $, 
3 the same.””—R. G., Beith, Ayrshire, late Corporal, Scots Guards. Cs 
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